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INTRODUCTION: 

As  an  immunotherapeutic  approach  to  breast  cancer,  we  set  out  to  develop 
recombinant  polyclonal  antibody  libraries  (PCALs)  that  would  target  malignant  cells. 
PCALs  are  standardized  mixtures  of  polyclonal  antibodies  that  can  be  perpetuated  and 
modified  as  desired.  Hence,  they  combine  the  advantages  of  targeting  multiple  antigenic 
determinants  (low  likelihood  of  antigen  ‘escape  variants’)  with  the  advantages  of  using 
monoclonal  antibodies  (unlimited  supply  of  standardized  reagents,  and  the  availability  of 
the  genetic  material  for  desired  manipulations). 

Our  laboratory  has  developed  a  system  for  generation  of  PCALs  (1,  2).  This 
system  involves  the  cloning  of  VL-VH  region  gene  pairs  into  a  bidirectional  phage 
display  vector  for  Fab  expression,  such  that  the  VL  and  VH  region  genes  of  each  pair 
are  in  opposite  (head  to  head)  transcriptional  orientations  (< — >).  Because  the  phage 
display  vector  is  circular,  the  vector  library  can  be  opened  with  restriction  enzymes 
between  VL  and  VH  to  insert  a  bidirectional  leader-promoter-promoter-leader  (ZPPZ) 
cassette  that  allows  expression  of  Fab  on  the  phage  surface.  Furthermore,  a 
subpopulation  of  Fab-phage  can  be  selected  for  binding  to  a  desired  antigen  or 
polyantigen  (a  multi-antigen  particle  such  as  a  mammalian  or  microbial  cell).  The  VL- 
VH  region  gene  pairs  of  the  selected  phage  subpopulation  are  then  transferred,  in  mass, 
from  the  phage  display  vector  to  a  bidirectional  mammalian  expression  vector  to 
produce  whole  antibodies  that  can  mediate  effector  functions. 
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BODY: 


Using  the  system  we  developed  for  PCAL  production,  we  generated  an  Fab  phage 
display  library  to  the  human  breast  carcinoma  cell  line  BT-20,  from  the  expressed 
variable  region  genes  of  an  immunized  mouse.  We  reported  our  results  with  the  Fab 
phage  display  library  to  the  human  breast  carcinoma  cell  line  BT-20  in  appended 
publication  #1.  The  antigen-selected  library  was  shown  to  bind  specifically  to  BT-20 
cells.  However,  an  attempt  to  transfer  the  selected  heavy  and  light  chain  variable 
region  gene  pairs  -  proved  unsuccessful,  although  the  vector  system  had  worked  well 
with  the  simpler  model  system  (2).  We  therefore  turned  to  development  of  improved 
vectors  and  methods. 

The  original  protocol  included  a  mammalian  vector  for  expression  of  mouse  IgG2b 
antibodies.  This  vector,  denoted  pMDV-72b  (Murine  Dual  Vector-72b)  contains  the 
mouse  72b  heavy  chain  gene  and  the  mouse  k  light  chain  gene  in  opposite 
transcriptional  orientations.  A  diagram  of  this  vector  is  shown  in  Fig.  1.  VL-VH  region 
genes  linked  head  to  head  (< — >)  in  opposite  transcriptional  orientations  (and  containing 
a  mammalian  cassette  with  promoter  and  leader  sequences  [ZPPZ  cassette])  could  be 
lifted  by  PCR  from  the  phagemid  vector  and  cloned  between  the  EcoRI  and  Hindlll 
sites. 


Fig.  1  Bidirectional  mammalian  vector  for  expression  of  antibodies  with  mouse  lgG2b  C  regions.  Exons  are 
boxed.  Transcription  regulatory  elements  are  oval.  Unless  otherwise  indicated,  all  genes  and  regulatory 
sequences  are  of  murine  origin.  EH,  Ek,  and  Ek  hum  are  the  H  chain,  the  k  chain,  and  the  human  k  chain 
enhancers  respectively;  PH  and  Pic  are  the  H  chain  and  k  chain  promoters;  ZH  and  Ik  are  the  H  chain  and  k 
chain  leader  sequences;  VH  and  Vk  represent  the  rearranged  VH  region  and  Vk  region  genes,  ss,  splice  site; 
amp^  the  ampicillin  resistance  gene;  ori,  origin  of  DMA  replication  of  pBR322;  gpt,  the  E.  coli gene  that  encodes 
the  xanthine-guanine  phosphoribosyltransferase  enzyme  (a  selectable  marker  in  transfections).  The  vectors 
are  not  drawn  to  scale. 
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Because  of  the  inefficiency  of  the  PCR-based  transfer  of  variable  regions  genes 
from  anti-carcinoma  Fab  phage  display  libraries  using  the  original  system,  and  also  to 
prevent  possible  bias  in  PCR  amplification  of  certain  clones  in  a  PCAL,  we  constructed 
a  cassette-providing  vector  (pZP-EH-PZ)  and  a  constant  region  providing  vector  (pMDV- 
IgG2b).  Fig.  2  shows  the  construction  schemes  of  these  two  vectors. 


Fig.  2.  Schemes  of  generation  of  the  modified  mammalian  cassette  promoter  providing  plasmid  p/P-EH-P/  and 
backbone  providing  pMDV-lgG2b  vector.  Primers  are  designated  by  arrows.  The  final  expression  plasmid  is  also 
shown  (boxed). 

The  pMDVIgG2b  backbone  was  generated  by  PCR  using  the  GeneAmp  XL-PCR 
Kit  (Perkin-Elmer),  which  is  designed  to  amplify  >20  kb  DNA  fragments  with  high 
fidelity  (3,  4).  The  template  for  the  long  PCR  was  a  modified  pMDV-72b  (Fig.  1)  in  which 
the  EcoRI  site  downstream  of  VL  was  destroyed  by  EcoRI  digestion  and  Klenow  fill-in 
(pMDV-72b-dEcoRI).  A  Hindlll  or  EcoRI  site  was  incorporated  into  primers  1  and  2, 
respectively,  at  positions  which  coincide  with  the  phage  vector.  Primer  1  contains  the 
sequence  corresponding  to  codons  110  to  108  of  the  Vk  and  11  nucleotides  of  the  Jk-Ck 


intron.  The  Hindlll  site  was  created  in  primer  1  by  changing  the  third  nucleotide  of 
codon  114  without  changing  the  encoding  amino  acid.  Primer  2  contains  the  sequence 
corresponding  to  the  first  11  codons  of  the  C72b.  The  2nd  to  4th  amino  acid  residues 
were  changed  from  Lys  to  Asn,  Thr  to  Ser,  and  Thr  to  Lys,  respectively.  The  2nd  and 
3rd  amino  acid  residues  changed  were  a  result  of  introducing  an  EcoRI  site.  The 
changing  of  the  4th  amino  acid  residue  was  to  prevent  the  creation  of  a  potential  N- 
linked  glycosylation  site. 

It  should  be  noted  that  the  EcoRI  and  Hindlll  sites  switched  in  pMDV-IgG2b 
(from  the  previous  pMDV-72b  vector)  but  also  the  1.5  kb  DNA  fragment  containing  the 
EH  was  deleted.  To  provide  the  enhancer  activity  required  for  Ph  function  and  to 
ultimately  reduce  the  size  of  the  final  expression  plasmid,  a  DNA  fragment  containing 
the  Eh  (~  300bp)  was  inserted  upstream  of  Ph  to  obtain  vector  pZP-En-PZ.  The  Eh  was 
first  amplified  from  vector  pMDV  using  primers  3  and  4  which  contained  Sail  and  Xhol 
sites,  respectively.  The  resulting  PCR  products  were  digested  with  Sail  and  Xhol, 
ligated  with  Sail  linearized  pZPPZm  vector  (see  Fig.  2),  and  transformed  into  E.  coli. 
Because  Sail  and  Xhol  are  isoschizomers,  the  Xhol  site  was  destroyed  after  ligation. 
Plasmids  containing  the  Eh  fragment  were  identified  by  Sad  and  Xhol  double  digestion. 
The  orientation  of  Eh  could  also  be  verified  by  SalPSacI  or  Sall/Xhol  double  digestion. 

Thus,  the  pMDV-IgG2b  and  plPEHPl  vectors  allow  the  direct  cloning  of  the 
selected  VL-VH  pairs  between  phage  display  and  mammalian  expression  systems.  The 
functionality  of  the  modified  bidirectional  vectors  were  tested  by  expression  of 
monoclonal  antibody  with  36-65  V-  regions,  which  are  specific  for  p-azophenylarsonate 
(Ars).  The  affinity  of  the  resulting  antibody  for  Ars  was  similar  to  the  original  36-65 
antibody.  The  results  suggested  that  the  amino  acid  substitutions  in  the  pMDV-IgG2b 
had  little  or  no  effect  on  antigen  recognition. 

The  improvement  in  generation  of  polyclonal  IgG2b  using  this  modified  system 
was  also  examined.  The  mouse  IgG  expression  library  was  generated  by  mass  transfer 
of  the  linked  VL-VH  pairs  from  a  mouse  Fab  phage  library.  The  final  expression 
plasmids  were  transfected  into  Sp2/0  null  hybridoma  cells  by  spheroplast  fusion.  The 
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transfected  cells  were  plated  into  96-well  plates  with  10®  cells/well.  Multiple  clones  were 
observed  in  the  individual  wells.  The  percentage  of  Ig  producers  was  determined  to  be  75 
to  85%  by  sandwich  ELISA  using  goat  anti-mouse  IgG2b  as  the  capture  Ah  and 
detection  by  alkaline  phosphatase  conjugated  anti-mouse  IgG.  The  production  of  intact 
Ig  was  confirmed  by  Western  blotting. 

The  use  of  the  plpEHPl  and  MDV-IgG2b  vectors  for  PCAL  generation  was 
reported  in  appended  publication  #2. 

The  improved  vector  system  was  used  to  proceed  with  the  construction  of  the 
anti-breast  cancer  PCAL,  starting  with  the  anti-BT-20  Fab  phage  display  library.  In 
the  course  of  experiments,  we  found  that  repeated  propagation  of  the  selected  anti-BT- 
20  phage  library  resulted  in  loss  of  binding  activity,  and  that  we  no  longer  had  an  active 
library.  This  is  presumably  due  to  overgrowth  by  library  members  that  do  not  express 
full  Fab  molecules  and  hence  have  a  growth  advantage. 

To  deal  with  this  problem,  we  improved  our  system  for  handling  selected  phage 
libraries  by  freezing  phage-harboring  bacterial  stocks  in  aliquots  in  25%  glycerol  at 
-80°C  immediately  after  selection.  To  make  phage,  one  aliquot  at  a  time  is  defrosted 
followed  by  plating  of  the  bacteria  on  glucose-containing  agar  plates  and  scraped 
bacteria  are  then  used  for  phage  production. 

We  have  begun  the  production  of  a  new  anti-breast  cancer  phage  library  from  a 
BT-20-immunized  mouse,  and  this  library  will  be  processed  to  produce  an  anti-breast 
cancer  PCAL  using  the  improved  vectors  and  methods. 

KEY  RESEARCH  ACCOMPLISHMENTS 

•  Mice  were  immunized  with  human  breast  carcinoma  cell  line  BT-20 

•  An  original  Fab  phage  library  was  generated  from  the  V  region  genes  obtained  from 
an  immune  mouse 

•  An  Fab  phage  display  library  was  generated 

•  The  Fab  phage  display  library  was  positively  selected  on  the  BT-20  human  breast 

carcinoma  cell  line,  and  shown  to  be  specific  and  polyclonal  8 


•  An  improved  mammalian  expression  vector  system  was  generated  that  allows 
efficient  mass  transfer  of  variable  region  gene  pairs  between  phage  display  and 
mammalian  expression  vectors 

•  The  functionality  of  the  improved  system  was  demonstrated 

•  Improved  methods  for  handling  selected  phage  libraries  were  developed 

•  Construction  of  a  new  anti-BT-20  library,  using  the  improved  vectors  and  methods, 
has  begun 

REPORTABLE  OUTCOMES 

Publications: 

1.  Santora,  K.  E.,  Sarantopoulos,  S.,  Den,  W.,  Petersen-Mahrt,  S.,  Sompuram,  S.  R., 

and  Sharon,  J.  (2000)  Generation  of  a  polyclonal  fab  phage  display  library  to  the  human 

breast  carcinoma  cell  line  BT-20.  Comb  Chem  High  Throughput  Screen  3,  51-57. 


2.  Sharon,  J.,  Sarantopoulos,  S.,  Den,  W.,  Kao,  C.-Y.,  Baecher-Allan,  C.  M.,  Santora,  K 
E.,  Sompuram,  S.,  Petersen-Mahrt,  S.,  and  Williams,  B.  R.  (2000)  Recombinant 
polyclonal  antibody  libraries.  Comb.  Chem.  High  Throughput  Screen.  3,  185-196. 

3.  Sharon,  J.,  Santora,  K,  Sarantopoulos,  S.,  Den,  W.,  Petersen-Mahrt,  S.,  and 
Sompuram,  S.  (2000)  Generation  of  a  polyclonal  Fab  phage  display  library  to  the 
human  breast  carcinoma  cell  line  BT-20.  Era  of  Hope,  Department  of  Defense  Breast 
Cancer  Research  Meeting,  June  8-11,  Atlanta,  Georgia,  Proceedings  p  645. 


CONCLUSIONS 

In  the  present  study,  V  region  genes  for  construction  of  a  polyclonal  Fab  phage 
display  library  were  obtained  from  the  spleen,  bone  marrow,  and  intestine  of  a  Balb/c 
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mouse  that  had  been  immunized  with  BT-20  cells.  The  light  and  heavy  chain  V  region 
genes  were  linked  by  reverse  transcription-polymerase  chain  reaction  (RT-PCR)  and 
cloned  into  a  bidirectional  phagemid  vector  to  express  an  Fab-displaying  phage  library. 
This  library  was  then  selected  for  binding  to  BT-20  cells.  Direct  and  inhibition  ELISA 
showed  that  the  selected  Fab  phage  display  library  bound  specifically  to  BT-20  cells, 
and  that  this  binding  could  be  inhibited  by  BT-20  as  well  as  by  other  human  breast 
cancer  cell  lines,  but  not  by  sheep  red  blood  cells.  These  results  demonstrate  that  the 
first  phase  of  generating  a  polyclonal  antibody  library  can  be  done  successfully. 

An  improved  mammalian  expression  vector  system  has  been  generated  to  attain 
efficient  mass  transfer  of  variable  region  gene  pairs  from  phage  display  to  mammalian 
expression  vectors  for  expression  of  polyclonal  IgG  antibody  libraries.  In  addition, 
improved  methods  for  handling  antigen-selected  Fab  phage  display  libraries  were 
developed.  Construction  of  a  new  anti-BT-20  library,  using  the  improved  vectors  and 
methods,  has  begun. 

Recombinant  polyclonal  antibody  libraries  could  be  used  for  treatment  and 
diagnosis  of  breast  cancer  in  humans. 
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Generation  of  a  Polyclonal  Fab  Phage  Display  Library  to  the 
Human  Breast  Carcinoma  Cell  Line  BT-20 


K.  E.  Santora*,  S.  Sarantopoulos,  W.  Den,  S.  Petersen-Mahrt,  S.  R.  Sompuram,  and 
J.  Sharon 


Department  of  Pathology  and  Laboratory  Medicine,  and  the  Hubert  H.  Humphrey  Cancer  Research 
Center,  Boston  University  School  of  Medicine,  715  Albany  Street,  Boston,  MA  02118,  USA 

Abstract:  We  have  previously  described  a  vector  system  for  generating  recombinant  polyclonal 
antibody  libraries.  This  system  uses  bidirectional  phagemid  and  mammalian  expression  vectors 
to  facilitate  mass  transfer  of  selected  variable  light  and  variable  heavy  (VL-VH)  region  gene  pairs 
from  the  phagemid  to  the  mammalian  vector,  to  express  polyclonal  libraries  of  whole  IgG 
antibodies.  We  report  here  the  first  stage  of  generating  a  polyclonal  antibody  library  to  the 
human  breast  carcinoma  cell  line  BT-20,  using  this  vector  system.  VL  and  VH  region  gene  pairs 
were  obtained  from  a  mouse  immunized  with  BT-20  cells,  and  cloned,  in  opposite  transcriptional 
orientations,  in  the  bidirectional  phagemid  vector,  to  produce  an  Fab  phage  display  library.  This 
library  was  selected  by  panning  on  BT-20  cells  and  shown  to  bind  specifically  to  BT-20  cells. 
Such  libraries,  after  suitable  negative  selection  to  eliminate  major  reactivities  against  normal 
tissue,  could  be  transferred  in  mass  to  our  bidirectional  mammalian  expression  vector  for 
production  of  libraries  of  chimeric  antibodies  with  mouse  V  regions  and  human  constant  (C) 
regions.  These  polyclonal  antibody  libraries  will  mediate  effector  functions  and  are  expected  to 
be  useful  for  breast  cancer  therapy,  as  well  as  diagnosis. 


Introduction 

As  an  immunotherapeutic  approach,  we  set  out  to 
develop  a  recombinant  polyclonal  antibody  library  that 
would  target  human  breast  cancer  cells.  Polyclonal 
antibody  libraries  (PCALs,  pronounced  “P”-”Cals”)  are 
standardized  mixtures  of  whole  antibodies  that  can  be 
perpetuated  and  modified  as  desired  because  the 
antibody  genes  are  available.  Therefore,  they  combine 
the  advantages  of  conventional  polyclonal  antibodies 
(targeting  of  many  antigenic  determinants,  low 
likelihood  of  antigen  ‘escape  variants’,  and  efficient 
mediation  of  effector  functions)  with  the  advantages  of 
monoclonal  antibodies  (unlimited  supply  of 
standardized  reagents,  and  the  availability  of  the 
genetic  material  for  desired  manipulations). 

We  have  previously  described  a  system  for 
generation  of  recombinant  polyclonal  antibody  libraries 
[1,2].  This  system  involves  the  cloning  of  VL-VH  region 
gene  pairs  into  a  bidirectional  phage  display  vector  for 
Fab  expression,  such  that  the  VL  and  VH  region  genes 
of  each  pair  are  in  opposite,  head  to  head, 
transcriptional  orientations.  Because  the  phage  display 
vector  is  circular,  the  vector  library  can  be  opened  with 
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restriction  enzymes  between  VL  and  VH  to  insert  a 
bidirectional  leader-promoter-promoter-leader  {PPI) 
cassette  that  allows  expression  of  Fab  on  the  phage 
surface.  Furthermore,  a  subpopulation  of  Fab-phage 
can  be  selected  for  binding  to  a  desired  antigen  or 
polyantigen  (a  multi-antigen  particle  such  as  a 
mammalian  or  microbial  cell).  The  VL-VH  region  gene 
pairs  of  the  selected  phage  subpopulation  are  then 
transferred,  in  mass,  from  the  phage  display  vector  to  a 
bidirectional  mammalian  expression  vector  to  produce 
whole  antibodies  (PCALs)  that  can  mediate  effector 
functions.  Regarding  future  FDA  approval,  PCALs 
should  fall  under  the  same  category  as  such  clinically 
used  polyclonal  antibody  products  as  human  gamma 
globulin  preparations,  anti-thymocyte  globulin  (ALG) 
and  anti-thymocyte  sera  (ATS)  [3,4].  Like  these 
products,  every  PCAL  batch  will  have  to  be  tested  for 
safety,  but  PCALs  are  expected  to  show  much  less 
batch-to-batch  variability. 

In  the  present  study,  we  have  used  a  bidirectional 
PPI  cassette  containing  the  Zeocin™  selectable 
marker  [5,6]  to  achieve  efficient  expression  of  Fab- 
displaying  phage  for  generating  a  specific  polyclonal 
Fab  phage  display  library  to  the  human  breast 
carcinoma  cell  line  BT-20. 

Other  studies  have  shown  that  the  phage  display 
system  is  a  powerful  tool  for  picking  out  anti-cancer 
antibodies  [7-12].  Cai  ef  a/ [10,11]  were  able  to  isolate 
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spBcific  anti-melanoma  monoclonal  antibodies  from 
melanoma  patients  immunized  with  genetically 
modified  autologous  tumor  cells,  and  Figini  ef  al  [8] 
isolated  human  Fab  fragments  from  phagemids  against 


post  primary  immunization  with  1x10®  BT-20  cells  in 
100  pi  saline  and  sacrificed  5  days  later. 

Construction  of  a  Fab  Phage  Display  Library 


ovarian  carcinoma. 

A  polyclonal  antibody  library  against  a  malignant 
subpopulation  of  human  cells  would  be  intended  to 
target  those  unique  antigens  that  might  be  expressed 
only  on  cells  of  the  subpopulation  but  not  on  other 
cells  in  the  individual  or  species,  as  well  as  antigens  that 
are  expressed  preferentially  on  cells  of  the 
subpopulation.  It  has  been  shown  that  there  are 
variations  in  expression  of  antigens  between  malignant 
cells  and  normal  breast  epithelial  cells  [13].  Some 
tumor-associated  antigens  were  shown  to  (a)  be 
expressed  at  a  reduced  level  in  malignancy  (integrins, 
suppressor  genes  p53  and  flb);  (b)  have  an  increased 
level  of  expression  (protooncogenes  c-erbB2,  EGF-R, 
c-Hras,  c-myc  and  polymorphic  epithelial  mucin  [PEM]); 
or  (c)’be  distinct  from  the  normal  antigen  due  to 
genotypic  (p53)  or  phenotypic  (PEM)  changes.  For 
example,  there  is  aberrant  glycosylation  of  PEM  in 
breast  cancer  cells  [14,15].  We  intend  to  take 
advantage  of  these  differences  in  antigenic  profile 
between  normal  and  malignant  breast  cells  in  the 
development  of  polyclonal  antibody  libraries. 


RNA  was  prepared  from  the  spleen,  intestine,  and 
bone  marrow  of  the  BT-20-immunized  BALB/c  mouse 
using  the  Ultraspec™-!!  kit  (Biotrecx  Laboratories  Inc., 
Houston,  TX)  according  to  the  manufacturers 
instructions. 


Preparation  of  head  to  head  linked  VL-VH  region 
gene  pairs,  by  reverse  transcription  -  polymerase  chain 
reaction  (RT-PCR)  and  overlap  extension  PCR,  was 
performed  by  the  previously  described  scheme  [2], 
using  the  primers  indicated  in  Fig.  (1).  Superscript™ 
reverse  transcriptase  (Gibco  BRL)  was  used  for  first 
strand  cDNA  synthesis  and  Taq  DNA  polymerase 
(Gibco  BRL)  was  used  for  all  PCRs.  Four  RT  reactions 
were  done  for  each  tissue,  one  with  each  of  the 
following  primers:  CL-k-RT,  CH1-p-RT,  CHI-yU-RT, 


First  strand  cDNA  (RT)  primers  (as) 

^'AGACTTCAGTGTTGTrOTGGTAQTra 
CHl-TUflT  GCTGGAGGGTACAGTCACTGAGCTGCT 

^GGTCACATTCATCGTGCCGAAAGGGAAG^ 
cl-kRT  ’ttccacttgacattgatgtcittggggtag 


Materials  ancJ  Methods 

Mammalian  Cells 

The  human  breast  carcinoma  cell  line  BT-20  was 
obtained  from  the  American  Type  Culture  Collection 
(ATCC  Rockville,  MD),  and  was  maintained  in  culture  in 
Dulbecco’s  modified  Eagle’s  medium  (DMEM,  Gibco 
BRL,  Grand  Island,  NY)  supplemented  with  10%  fetal 
bovine  serum  (Sigma  Chemical  Co.,  St.  Louis,  MO),  at 
37°C  in  a  humidified  atmosphere  of  5%  CO2  /  95%  air. 
Sheep  red  blood  cells  (SRBCs)  were  obtained  from 
PML  Microbiologicals  (Tualatin,  OR),  and  kept  at  4®C 
until  use  (not  more  than  30  days). 


First  PCR  forward  primers  (sn) 
Sad  aoNBnkef  1 


Xho\ 


CTT  (TTCGAG  TCA  6G  a  CCT  GGC  CT 


ag  gig  cag  crrcasifiAeLTCT  ggg  GaG«3  cr 

VH3-Bnk  |gAG  CTC  24n}KjAA  GTG  AAG  CTT gTC GAG-TCT GGG  GGAGGCTT^ 
FgIgc^tc  atg  aca  cag  actccatcctoccto  cctg 

QTT  CTC  ACC  CAA  TCT  CCA  GCA  TCA  ATG  TCr  G 


First  PCR  reverse  primers  (as)  ^  ^  ^ 

CH111  gaogagggggaagacatttgggaaggactg 

CHW  GGCTCAGGGAAGTAICaTTGACCAGGCA^^^ 
CH1.0  tgtcagtgggtagatggtgggattictcgc^ 
a-K  ggatggtgggaagatggatacagttggtcc 


30  N  Linkers 


Immunization  of  Mice 

BALB/c  female  mice  (8-12  weeks  old,  from  Charles 
River  Laboratories,  Cambridge,  MA)  were  immunized 
intraperitoneally  (i.p.)  with  5x10®  live  BT-20  cells  that 
had  been  washed  with  phosphate  buffered  saline 
(PBS,  Gibco  BRL)  and  scraped  into  200  pi  of  PBS.  The 
mice  were  boosted  i.p.,  subcutaneously  (at  the  base  of 
the  tail),  and  intravenously,  on  day  30  post  primary 
immunization,  with  a  total  of  1  x  10®  BT-20  cells  in  100 
ul  saline.  The  mouse  showing  the  highest  antibody  titer 
was  boosted  again,  i.p.  and  subcutaneously,  on  day  44 


99 


second  (nested)  PCR  primers  (^) 
atcagcccg 

JL*k5 


97 


titcSgctc^gstcccagcaccgaacct 
- J1^-.-.q;VCGGTGACCGTGGTCCCTGCGC 


(1).  Oligonucleotide  primers  used  for 
iruiion.  The  antisense  and  sense  strands  are  dieted 
as"  and  “sn”,  respectively.  Restriction  sites  a 
rlined.  Corresponding  amino  acid  numbers  in  the  Kab 
!m  [25]  are  shown  above  the  a®9uear:es.  Linker  reg 
30  nucleotide  tails  plus  the  first  nucleotide  of  the  VL  or 
egion)  are  indicated.  N,  nudeotide(s). 
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Polyclonal  Fab  Phage  Display  Library 

The  cDNAs  from  each  tissue  were  then  amplified  in 
11  separate  low-stringency  PCRs  (37°C  annealing 
temperature).  The  k  chain  cDNA  was  amplified  in  two 
reactions  with  the  CL-k  reverse  primer  and  either  VL-1- 
link  or  VL-2-link  forward  primers  [see  Fig.  (1)].  Each  of 
the  three  H  chain  cDNAs  (p,  y,  and  a)  was  amplified  in 
three  reactions,  all  with  the  CH1-p,  CHI-y,  or  CHI-a 
reverse  primers  for  the  p.  y,  and  a  cDNAs  respectively, 
and  either  the  VHI-link,  VH2-link,  or  VH3-link  forward 
primers  [Fig.  (1)].  The  VL-link  and  VH-iink  primers  have 
complementary  5’  tails  that  allow  subsequent 
hybridization  and  overlap  extension  to  link  L  and  FI 
chains  in  pairs. 

The  two  L  chain  PCR  products  and  the  nine  H  chain 
PCR  products,  obtained  from  each  tissue,  were 
separateiy  gel-purified  from  a  1 .2%  agarose  gel  via  the 
Geneclean  II  kit  (Bio  101,  La  Jolla,  CA).  All  L  chain  PCR 
products  were  then  combined,  resulting  in  a  single  L 
chain  sample  per  mouse.  The  nine  FI  chain  products 
obtained  from  each  tissue  were  combined,  resulting  in 
one  FI  chain  sample  per  tissue  (a  totai  of  four  sampies). 
Each  of  the  four  FI  chain  samples  were  combined  with 
the  L  chain  sample  in  an  overlap  extension  reaction 
with  no  additional  primers  for  12  cycles  at  94°C  10  sec, 
59°C  30  sec,  72°C  30  sec. 

The  four  overlap  reactions  were  then  combined  and 
used  as  template  for  a  “Nested  PCR”  in  16  separate 
reactions,  each  reaction  containing  a  different 
combination  of  one  of  four  JL-k  primers  and  one  of  four 
JH  primers,  as  described  [[2],  see  Fig.  (1)  for  primer 
sequences].  Each  JL-k  primer  contains  a  HindWl  site 
and  each  JFI  primer  contains  an  EcoR  I  site  to  allow 
cloning  of  the  PCR  products.  The  resulting  products 
(approximately  740  bp)  were  gel-purified  from  0.8% 
agarose  gels,  combined,  digested  with  EcoR  \/Hind\\\, 
gel-purified  again,  and  ligated  with  the  EcoR  \/Hind\\\- 
digested  and  gel-purified  4.1  kilobasepairs  (kb) 
backbone  from  phagemid  vector  #541  phh3mu-y1  [2]. 
All  DNA  fragments  used  in  subsequent  ligations  for 
library  construction  were  gel-purified. 


The  VL-VH  region  gene  pairs  were  ligatpd  into  the 
phh3  vector  [2]  to  generate  the  phh3-VL-VFI  library  of 
vectors  [see  Fig.  (2)].  Bacterial  transformation  and 
amplification  of  the  phage  library  was  done  according  to 
Barbas  and  Lerner  [1 6].  Briefly,  the  library  was  used  to 
transform,  by  electroporation,  competent  XLI-Blue 
bacteria  [XL-1  Blue  electrocompetent  cells 
(Stratagene,  LaJolla,  CA)  transformation  efficiency  5  x 
10^  colony  forming  units  (cfu)  per  mg  DNA],  and  plated 
at  high  density  on  plates  containing  carbenicillin  (50 
pg/ml)  and  tetracycline  (10  pg/ml).  In  addition,  aliquots 
of  the  transformed  cell  culture  were  plated  at  low 
density  to  determine  the  iibrary  size  (the  number  of 
original  members)  [17].  The  colonies  were  scraped  off 
the  high  density  plates  and  double  stranded  phagemid 
DNA  was  prepared  by  the  QIAprep  Spin  miniprep  kit 
(Qiagen  inc.,  Valencia,  CA)  and  digested  with  Sad  and 
Xho  I  to  generate  a  4.8  kb  backbone.  This  backbone 
was  iigated  with  a  0.9  kb  fragment  containing  head  to 
head  promoter  and  signal  sequences  as  well  as  the 
Zeocin™  selectable  marker  (Invitrogen,  San  Diego,  CA, 
[5,6]),  from  plasmid  #560  p/PZeoP/  [see  Fig.  (2)]. 
Vector  #560  had  been  created  (Santora  and  Sharon, 
manuscript  in  preparation)  by  PCR-lift  of  the  Zeocin™ 
resistance  gene  (Zeo),  including  the  small  synthetic 
prokaryotic  promoter  EM-7,  from  the  pZeoSV2(+) 
Invitrogen  vector  and  ligation  into  the  previousiy 
described  #506  pPPI  vector  [2].  The  resulting  phh3- 
VL-/PZeoP/-VH  library  [see  Fig.  (2)]  was  used  to 
transform  XLI-Blue  bacteria  and  the  library  was  plated 
at  high  density  on  plates  containing  5  pg/ml  Zeocin™. 

For  preparation  of  phage,  the  high-density  bacterial 
plates  were  scraped  into  carbenicillin-  and  tetracycline- 
containing  super  broth  (SB)  and  infected  with  excess 
helper  phage  VCSM13  [Stratagene,  lO^^  plaque 
forming  units  (pfu)]  for  2.5  hr  at  which  time  the  culture 
was  grown  5  more  hr  with  the  addition  of  kanamycin  (70 
pg/ml).  Phage  were  precipitated  from  the  cell 
supernatant  with  polyethylene  glycol  (1:5  dilution  of 
27%  PEG/3.3  M  NaCI),  spun  out  at  12,000  rpm  in  a 


phh3-VL-rPZeoPr-VH 


HindWi  EcoR  I  Aaltl 


Fig.  (2).  Diagram  of  VL-VFI  region  gene  library  in  phage  display  vector  (partial  map  and  not  to  scale).  The  vector  is  circular. 
The  positions  of  restriction  enzyme  sites  are  indicated  by  vertical  lines.  P,  promoter;  /,  leader;  Stop,  translation  termination.  VL 
and  VH  region  N-lerminal  amino  acids  provided  by  the  promoter-leader  cassette  are  shown  in  one  letter  code.  The  Zeo  gene 
encodes  resistance  to  Zeocin™.  The  arrows  representing  the  VL  and  VH  region  genes  and  the  promoters  indicate  the 
transcriptional  orientation. 
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Sorvall  SS-34  rotor  for  20  min,  and  resuspended  in 
PBS.  This  was  the  'original'  Fab  phage  library. 

Selection  of  the  Fab  Phage  Display  Library 
on  BT-20  Cells 

The  Fab  phage  display  library  was  positively 
selected  for  reactivity  with  BT-20  cells  by  panning:  one 
ml  of  phage  (containing  10'*^  cfu)  were  pre-absorbed 
on  individual  wells  of  a  24-well  plate,  first  on  a  well 
coated  with  20  pg/ml  bovine  serum  albumin  (BSA),  and 
then  on  a  well  coated  with  20  pg/ml  collagen.  (This 
treatment  was  done  in  an  attempt  to  deplete  phage  that 
would  bind  to  blocking  agents  in  the  subsequent 
panning  on  BT-20  cells.)  The  absorbed  library  was  then 
rocked  for  3  hr  at  room  temperature  on  BT-20  cells  that 
had  been  plated  in  a  25-cm^  tissue  culture  flask,  grown 
to  confluence,  and  fixed  with  4%  paraformaldehyde  as 
described  [16,17].  The  flask  was  washed  10X  with 
buffer  (1%  Ovalbumin/0.05%  Tween  20/0.5  M  NaCI  in 
PBS),  and  bound  phage  were  eluted  from  the  fixed 
cells  with  0.1  M  glycine/HCl  pH  2.2  containing  1  mg/ml 
BSA  as  described  [16].  After  5  min,  6  ml  of  2  M  Trizma 
base  was  added  for  neutralization,  followed  by  10 
volumes  of  SOC  medium  [18].  The  cell  supernatant 
containing  the  eluted  phage  was  used  to  infect  XL1- 
Blue  electrocompetent  bacterial  cells  in  log  phase,  and 
aliquots  removed  from  the  transformed  cell  cultures  for 
plating  to  determine  the  number  of  eluted  phage.  The 
cultures  were  plated  onto  carbencillin-containing  LB 
plates,  the  colonies  were  scraped,  and  used  to  prepare 
double-stranded  phagemid  DNA  and  phage,  as 
described  above.  The  panning  procedure  was 
repeated  only  once  in  order  to  maintain  a  sufficient 
polyclonal  population. 

Membrane  Preparations 

Membranes  were  prepared  from  BT-20  cells  as 
described  [19].  The  membrane  preparations  were 
stored  in  Eppendorf  tubes  in  aliquots  containing  1  mM 
of  each  of  the  following  protease  inhibitors;  leupeptin, 
aprotinin,  pepstatin,  and  PMSF  (from  Boehringer 
Mannheim  Corp.,  indianapolis,  IN),  in  phosphate 
buffered  saline  (PBS,  2.3  mM  NaH2P04/9.7  mM 
Na2HPO4/150  mM  NaCI,  pH  7.2)  at  -80°C. 

SRBC  ghost  membrane  preparations  were  obtained 
by  hypotonic  shock  of  SRBCs  as  described  [20]. 
Ghosts  were  stored  in  Eppendorf  tubes  in  PBS  at 
-20'’C  in  aliquots  containing  the  same  protease 
inhibitors  used  for  BT-20  membrane  preparations. 

Protein  concentrations  of  membrane  preparations 
were  determined  by  the  Bradford  assay  [21]  using  the 
Bradford  Reagent  (Bio-Rad,  Richmond,  CA)  according 
to  the  manufacturer’s  instructions. 


ELISA 

Antibody  titers  on  sera  obtained  from  immunized 
mice  were  determined  by  ELISA  using  96-well 
microtiter  plates  (Corning  #25805-96.  Corning.  NY) 
coated  with  BT-20  cells  fixed  in  4%  paraformaldehyde 
for  15  minutes  as  described  [16.17].  The  ELlSAs  were 
developed  with  alkaline  phosphatase  (AP)-conjugated 
antibodies  specific  for  mouse  Ig  (Sigma  Chemical  Co.), 
and  after  washing,  100  pi  par  well  of  AP  substrate  was 
added;  AP  substrate  was  made  by  adding  one  tablet  of 
p-Nitrophenyl  Phosphate.  Disodique  (Sigma)  to  5  rnl 
DEA  solution  (diethanolamine,  Fisher  Scientific,  Fair 
Lawn,  NJ).  The  reaction  was  stopped  with  0.1  M  EDTA 
and  absorbance  read  at  405  nm. 

For  phage  ELISA,  plates  were  coated  with  20  pg/ml 
of  rnembranes  in  PBS  overnight  at  4°C.  Plates  were 
then  washed  2X  with  PBS  and  blocked  with  buffer  (1% 
Ovalbumin/0.05%  Tween  20/0.5  M  NaCI  in  PBS)  for  1 
hr  at  room  temperature.  Phage  were  added  (at  1:3 
serial  dilutions  starting  at  10^^  cfu)  and  incubated  with 
light  rotation  for  3  hr  at  room  temperature.  The  plates 
were  washed  10X  in  buffer,  5  minutes  per  vyash,  with 
high  rotation.  Primary  antibody  was  added,  biotinylated 
sheep  anti-M13  (5’-3’  Inc,  Boulder,  CO)  1:1000  in  1% 
BSA/PBS,  and  incubated  1  hr  at  37'’C.  The  plates  were 
then  washed  6X  in  PBS/0.05%  Tween  20.  5  min  per 
wash,  with  high  rotation,  and  theraecondary  antibody 
was  added,  AP-conjugated  streptavidin  (Pierce, 
Rockford.  IL).  at  1:2500  in  1%  BSA/PBS  for  30  min  at 
37°C.  Plates  were  washed  three  times  with  PBS/0.05% 
Tween  20,  and  developed  with  AP  substrate  as 
described  above. 

Inhibition  ELISA  with  Fab  phage  display  libraries  was 
performed  as  described  for  direct  ELISA  with  the 
following  exception;  before  addition  of  10  cfu  of 
phage  to  each  well,  the  phage  were  incubated  with  0 
pg/ml,  0.1  pg/ml,  1.0  pg/ml  or  4.0  pg/ml  of  membrane 
preparation  for  1  hr. 


Results  and  Discussion 

The  human  breast  adenocarcinoma  cell  line  BT-20 
was  chosen  for  generation  of  an  anti-human  breast 
cancer  polyclonal  antibody  library  (PCAL)  because  of 
the  ability  of  BT-20  cells  to  form  tumors  in 
immunodeficient  nude  mice  [22].  This  affords  a  system 
for  in  vivo  efficacy  testing  of  the  library.  V  region  geries 
for  construction  of  a  polyclonal  Fab  phage  display 
library  to  BT-20  cells  were  obtained  from  a  BALB/c 
mouse  that  had  been  immunized  with  BT-20  cells.  The 
serum  antibody  titer  was  assessed,  by  ELISA  on  fixed 
BT-20  cells,  at  various  days  post  primary  immunization. 
As  shown  in  Fig.  (3),  the  serum  titer  rose  to  almost 
17,000  on  the  day  of  sacrifice  (day  49  post  primary 
immunization,  5  days  after  the  second  boost). 


Polyclonal  Fab  Phage  Display  Library 
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Fig.  (3).  Serum  antibody  response  of  the  BT-20-immunized 
mouse  used  for  library  construction. 

Total  RNA  was  prepared  from  spleen,  bone  marrow, 
and  intestine  of  the  sacrificed  animal,  and  linked  VL-VH 
region  gene  pairs  were  generated  by  RT-PCR.  The 
linked  VL-VH  region  genes  were  ligated  into  the 
phhSmu-yl  vector  [2]  to  generate  the  phh3-VL-VH 
library  [see  Fig.  (2)],  resulting  in  an  ‘original’  library  of 
about  2x10^  members.  For  expression  of  Fab  on  the 
phage  surface,  the  prokaryotic  bidirectional 
leader/promoter  cassette  containing  the  Zeocin™ 
selectable  marker  (PZeoPl)  was  inserted  between  VL 
and  VH,  generating  the  Fab  phage  display  library  of 
vectors  [phh3-VL-PZeoP/-VH.  see  Fig.  (2)].  The 
Zeocin™  selectable  marker  ensures  that  only  vector 
molecules  that  have  incorporated  the  cassette  are 
perpetuated  during  library  construction. 

To  select  a  Fab  phage  display  sublibrary  that  reacts 
with  the  BT-20  carcinoma  cells,  phage  (10''''  cfu)  were 
subjected  to  two  consecutive  rounds  of  panning  on 
fixed  BT-20  cells  (with  amplification  of  the  phage  by 
infection  of  bacteria  after  each  pan).  The  first  pan 
yielded  8x10“^  cfu  of  bound/eluted  phage  whereas  the 


Fig.  (4).  ELISA  of  the  mouse  anti-BT-20  phage  on  BT-20 
cells.  As  negative  control,  phage  encoding  no  Fab  on  its 
surface  was  used. 


second  pan  yielded  3  x  10®  cfu  of  bound/eluted 
phage,  a  37.5-fold  increase  over  the  first  pan.  This 
sequential  enrichment  is  comparable  to  that  seen  by 
others  [16].  The  specificity  of  the  panned  Fab  phage 
display  library  was  shown  by  ELISA  on  fixed  BT-20  cells 
[Fig.  (4)].  Both  the  unpanned  and  panned  libraries 
were  determined  to  be  polyclonal  by  nucleotide 
sequence  analysis  of  the  VL  and  VH  region  genes  of 
individual  clones  ([23],  data  not  shown). 

To  confirm  the  specificity  of  the  panned  Fab  phage 
library  for  BT-20  cells,  the  library  was  tested  in  a  “criss¬ 
cross”  inhibition  ELISA  in  conjunction  with  a  panned 
anti-SRBC  Fab  phage  library  [24].  As  shown  in  Fig.  (5), 
BT-20  membranes  inhibited  the  binding  of  the  anti-BT- 
20  phage  library  to  solid  phase  BT-20  cells  in  a  dose- 
dependent  manner  [Fig.  (5A)]  but  not  of  the  anti- 
SRBC  phage  library  to  solid  phase  SRBC  ghosts  [Fig. 
(5B)].  Conversely,  SRBC  ghosts  inhibited  the  binding 
of  the  anti-SRBC  phage  library  to  solid  phase  SRBC 


A.  Anti-BT-20  panned  library 


|ig/ml  inhibitor 


B.  Anti-SRBC  panned  library 


pg/ml  inhibitor 

Fig.  (5).  Inhibition  ELISA  on  A)  BT-20  membrane-coated 
plate  using  the  anti-BT-20  panned  phage;  and  B)  SRBC- 
coated  plate  using  the  anti-SRBC  panned  phage.  (Increased 
binding  is  often  seen  in  ELISAs  at  high  potential  inhibitor 
concentrations,  presumably  due  to  better  binding  at  higher 
solute  concentrations;  hence  the  increased  phage  binding 
for  both  the  BT-20  membranes  and  SRBC  ghosts  at  4  pg). 
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ghosts  in  a  dose-dependent  manner  [Fig.  (5B)]  but  not 
of  the  anti-BT-20  phage  library  to  solid  phase  BT-20 
cells  [Fig.  (5A)].  Thus,  both  the  anti-BT-20  and  anti- 
SRBC  libraries  showed  specificity  for  their 
immunizing/panning  polyantigens. 

The  results  presented  here  demonstrate  that  a 
polyclonal  Fab  phage  display  library  specific  for  human 
breast  carcinoma  cells  can  be  generated  using  our 
bidirectional  vector  system.  Such  libraries,  after  suitable 
negative  selection  to  eliminate  major  reactivities  against 
normal  tissue,  could  be  transferred  in  mass  to  our 
bidirectional  mammalian  expression  vector  for 
production  of  libraries  of  whole  antibodies  [2]  with  C 
regions  of  any  desired  isotype  or  species.  Specifically, 
chimeric  antibodies  with  mouse  V  regions  and  human  C 
regions  would  be  useful  for  passive  immunotherapy  in 
humans.  Polyclonal  antibody  libraries  will  mediate 
effector  functions  such  as  antibody-dependent  cellular 
cytotoxicity  (ADCC)  and  complement-dependent 
cytotoxicity  (CDC).  and  are  expected  to  be  useful  for 
breast  cancer  therapy,  as  well  as  diagnosis. 
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Abstract:  We  describe  a  technology  for  generating  recombinant  polyclonal  antibody  libraries  (PCALs) 
that  enables  the  creation  and  perpetuation  of  standardized  mixtures  of  polyclonal  whole  antibodies  specific 
for  a  multiantigen  (or  polyantigen).  Therefore,  this  technology  combines  the  advantages  of  targeting 
multiple  antigenic  determinants  -  high  avidity,  low  likelihood  of  antigen  'escape  variants',  and  efficient 
mediation  of  effector  functions,  with  the  advantages  of  using  monoclonal  antibodies  -  unlimited  supply 
of  standardized  reagents  and  the  availability  of  the  genetic  material  for  desired  manipulations.  The 
technology  for  generating  recombinant  polyclonal  antibody  libraries  begins  with  the  creation  of  phage 
display  Fab  (antibody)  libraries.  This  is  followed  by  selection  of  sublibraries  with  desired  antigen 
specificities,  and  mass  transfer  of  the  variable  region  gene  pairs  of  the  selected  sublibraries  to  a 
mammalian  expression  vector  for  generation  of  libraries  of  polyclonal  whole  antibodies.  We  review  here 
our  experiments  for  selection  of  phage  display  antibody  libraries  against  microbes  and  tumor  cells,  as 
well  as  the  recent  literature  on  the  selection  of  phage  display  antibody  libraries  to  multiantigen  targets. 


INTRODUCTION 

The  antibody  response  of  vertebrates  to  most 
antigens  is  polyclonal  and  targets  multiple  epitopes 
on  the  antigen  surface  [1,2],  This  characteristic  has 
co-evolved  with  the  effector  mechanisms  mediated 
by  the  Fc  regions  of  antibodies  —  such  as 
complement  binding  with  production  of  C3b, 
opsonization/phagocytosis,  and  antibody-dependent 
cellular  cytotoxicity  (ADCC)  -  that  serve  to 
eliminate  the  antigen  [1-4],  Thus,  triggering  of 
effector  functions  requires  a  high  density  of 
antibodies  on  the  antigen  surface  for  sufficient 
cross-linking  of  Fc  receptors  on  effector  cells  and 
for  efficient  Clq  binding  [5-7].  When  the 
immunogen  is  a  living  cell,  such  as  a  microbe  or  a 
tumor  cell,  the  polyclonality  of  the  antibody 
response  helps  guard  against  the  development  of 
cell  'escape  variants'  that  are  no  longer  recognized 
by  the  antibodies.  This  is  because  the  chance  that  a 
given  cell  will  simultaneously  lose  all  the  target 
epitopes  is  (in  most  cases)  essentially  zero. 

Passive  immunotherapy  with  serum-derived 
polyclonal  antibodies  has  been  used  for  many 
years.  The  use  of  polyclonal  human 
immunoglobulin  (human  gamma  globulin)  -  for  the 


Address  correspondence  to  this  author  at  the  Boston  University  School  of 
Medicine,  7J5  Albany  Street,  Room  K707,  Boston,  MA,  02118,  USA; 
telephone:  (617)  638-4652;  fax:  (617)  638-4079;  e-mail:  jsharon@bu.edLi. 


1386-2073/00  $l9.00-b.00 


treatment  of  patients  with  agammaglobulinemia, 
immunocompromised  patients,  and  patients  with 
severe  microbial  infections  —  is  generally  effective 
and  shows  no  adverse  reactions  [8-13].  Treatment 
of  mice  with  serum-derived  murine  polyclonal 
antibodies  has  been  shown  to  prevent  development 
of  a  murine  tumor  [14].  Furthermore,  occasional 
successful  treatment  of  human  malignancies,  such 
as  melanoma  and  renal  cell  carcinoma,  with 
polyclonal  antibodies  derived  from  animals  or  from 
humans  has  been  reported  [15,16]. 

Despite  their  efficacy  in  many  applications,  the 
use  of  conventional  polyclonal  antibodies  is  limited 
by:  short  supply  of  serum  antibody  from 
immunized  animals  or  from  humans;  inability  to 
modify  the  antibodies  because  the  genes  are  not 
available;  and,  in  cases  where  a  human  cell 
population  (malignant  or  normal)  is  targeted,  the 
likely  loss  of  the  vast  majority  of  the  antibody 
population  if  negative  selection  were  performed  to 
eliminate  major  cross-reactivities  with  other  tissues 
or  cell  populations.  This  is  because  many  cell 
surface  antigens  are  expressed  on  many  different 
cell  types. 

Unlike  polyclonal  antibodies,  monoclonal 
antibodies  provide  an  unlimited  supply  of 
standardized  reagents  [17-19],  and  their  heavy  (H) 
and  light  (L)  chain  genes  can  be  readily  cloned  and 
manipulated.  However,  monoclonal  antibodies 
target  single  epitopes.  Therefore,  they  are  much 
less  efficient  at  activating  effector  mechanisms  than 

©  2000  Bcnlham  Science  Publishers  Ltd. 


186  Combinatorial  Chemistry  tfe  High  Throughput  Screening,  2000,  Vol.  3,  No.  3 


Sharon  et  al. 


polyclonal  antibodies  (hence  the  need  for  toxic  tags 
in  therapeutic  applications  [20-23],  Furthermore, 
the  likelihood  of  cell  'escape  variants'  —  that  are  no 
longer  recognized  by  the  antibody  -  is  much  higher 
for  monoclonal  than  polyclonal  antibodies. 

To  combine  the  advantages  of  polyclonal  and 
monoclonal  antibodies,  we  have  developed  a 
technology  for  generating  polyclonal  antibody 
libraries.  This  technology  enables  the  perpetuation 
of  standardized  mixtures  of  polyclonal  antibodies 
specific  for  an  antigen  or  a  multiantigen  target  (a 
polyantigen).  Hence,  it  combines  the  advantages  of 
targeting  multiple  antigenic  determinants  (high 
avidity,  low  likelihood  of  antigen  'escape  variants', 
and  efficient  mediation  of  effector  functions)  with 
the  advantages  of  using  monoclonal  antibodies 
(unlimited  supply  of  standardized  reagents,  and  the 
availability  of  the  genetic  material  for  desired 
manipulations  such  as  the  replacement  of  mouse 
constant  regions  by  human  constant  regions  to 
generate  chimeric  antibodies  [24,25]. 

The  generation  of  polyclonal  antibody  libraries 
with  desired  specificities  is  made  possible  by  the 
technology  for  displaying  Fab  antibody  fragments 
on  the  surface  of  phage  particles  to  generate  so 
called  "Fab  phage  display  libraries"  [26-29].  In  this 
system  the  genetic  material  encoding  Fab  fragments 
is  obtained  from  the  B  lymphocytes  of  immunized 
animals  (or  from  humans)  and  cloned  into  a 
phagemid  vector  such  that  the  genetic  material 
encoding  the  Fab  is  attached  to  the  genetic  material 
encoding  a  phage  coat  protein.  (Fab  is  comprised  of 
2  chains:  the  L  chain  and  the  Fd  chain.  The  L  chain 
contains  the  variable  [V]  and  constant  [C]  region 
[VL-CL];  and  the  Fd  chain  contains  the  V  region 
and  the  first  H  chain  constant  domain  [VH-CHl].) 
On  transformation  of  bacteria  with  these  phagemid 
vectors  (and  superinfection  with  helper  phage), 
phage  particles  that  display  Fab  on  their  surface  are 
generated  because  the  Fab  is  embedded  in  the  phage 
coat  via  the  coat  protein  to  which  it  is  attached. 
Because  each  phage  particle  contains  a  different 
vector  molecule  for  its  genome,  each  phage  particle 
displays  a  different  Fab  on  its  surface.  Phage 
libraries  larger  than  10*^  different  members  can  be 
generated.  The  libraries  can  be  selected  for  binding 
to  specific  antigens  (positive  selection)  by  affinity 
chromatography  [30-32],  including  panning  on 
antigen-coated  surfaces  [29]. 

The  beauty  and  power  of  the  phage  display 
system  is  the  coupling  of  a  selectable  function 
(binding  to  an  antigen)  to  the  genetic  material  that 
encodes  that  function.  This  is  because  the  selected 
phage  have  a  replication  function  and  therefore  a 


few  phage  particles  can  be  amplified  indefinitely  if 
they  are  used  to  infect  the  bacterial  host.  This 
powerful  system  has  been  used  by  other 
investigators  to  select  and  clone-out  phage  encoding 
monoclonal  antibody  fragments  to  haptens, 
proteins,  viruses,  and  cancer  cells  [33-42]  as  an 
alternative  to  the  hybridoma  technology. 

In  contrast,  our  laboratory  has  adapted  the  Fab 
phage  display  system  to  generate  polyclonal 
antibodies  (PCALs,  pronounced  “P”-“Cals”)  [43- 
47].  Instead  of  isolating  monoclonal  Fab  phage 
particles,  the  Fab  phage  display  libraries  are 
maintained  as  polyclonal  mixtures  and  subjected  to 
positive  and  negative  selection;  positive  selection  to 
recover  those  phage  particles  with  desired  antigen 
specificities,  and  negative  selection  to  remove  those 
phage  particles  with  undesired  specificities  (for 
example  those  with  certain  cross-reactivities).  After 
amplification  of  the  selected  sublibraries,  the 
selected  antibody  genes  are  tran.sferred,  in  mass, 
from  the  phage  vector  population  to  a  mammalian 
vector  that  provides  complete  constant  region  genes 
and  appropriate  transcription  regulatory  elements 
for  expression  of  whole,  glycosylated  IgG 
antibodies  in  mammalian  cells.  Thus,  the  library 
that  was  selected  at  the  Fab  phage  display  level  can 
be  expressed  —  after  transfection  of  the  mammalian 
vector  population  into  mammalian  cells  —  as  a 
library  of  polyclonal  whole  antibodies  that  can 
mediate  effector  functions.  Because  the  transfected 
cells  are  immortal,  the  cell  population  producing  the 
IgG  polyclonal  library  can  be  perpetuated 
indefinitely,  just  like  hybridoma  cells. 
Alternatively,  this  cell  population  can  be  recreated 
as  desired  by  transfection  of  the  mammalian  vector 
population  into  mammalian  cells  [Fig.  (1)]. 

Polyclonal  antibody  libraries  can  be  manipulated 
to  eliminate  undesirable  specificities  and  have  the 
unique  advantage  (not  shared  by  conventional 
polyclonal  antibodies)  that  desired  specificities  can 
be  amplified.  Thus,  even  if  99.99%  of  the  antibody 
population  to  cancer  cells  is  lost  by  absorption  with 
normal  cells,  a  library  of  10^  members  will  be 
reduced  to  lO'^  members,  which  could  be  amplified 
to  generate  unlimited  supplies  of  the  (still  large) 
sublibrary.  By  comparison,  a  conventional 
polyclonal  antibody  preparation  will  be  essentially 
lost  after  absorption  to  remove  major  reactivities 
against  normal  human  cells. 

PCALs  (obtained  by  mass  antigen-selection  and 
mass  transfer  of  selected  variable  region  gene  pairs 
without  isolating  or  characterizing  individual  library 
members)  differ  from  collections  of  monoclonal 
antibodies  (each  of  which  had  been  selected  for 
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Fig.  (1).  Scheme  for  production  and  selection  of  a  polyantigen-specific  polyclonal  antibody  library. 


antigen  specificity).  This  is  because  PCALs  contain 
individual  antibodies  which  may  or  may  not  be 
specific  for  the  target,  but  the  collection  of  the 
individual  antibodies  recognizes  the  target  antigen 
way  above  the  background  of  any  cross-reacting 


Target 

polyantigen 

(signal) 


DL_zsZjS. 


Cross - 
reacting 
polyantigens 
(noise) 


Fig.  (2).  Schematic  representation  of  target  recognition 
with  high  “signal-to-noi.se”  ratio.  (Although  not  shown,  the 
cross-reacting  polyantigens  have  additional  antigens  on  their 
surface,  that  are  not  shared  with  the  target  polyantigen.) 


antigen,  with  a  high  signal-to-noise  ratio.  This 
concept  is  exemplified  schematically  in  Fig.  (2). 


THE  SYSTEM  FOR  GENERATION  OF 
PCALs 

We  have  developed  a  system  of  phagemid  and 
mammalian  bidirectional  vectors  that  facilitates  the 
mass  transfer  of  linked  VL-VH  region  gene  pairs 
[43,44],  from  antigen-selected  sublibraries,  without 
loss  of  the  VL-VH  combinations.  The  key  feature 
of  the  transfer  is  that  the  VL  and  VH  region  genes 

are  linked  head-to-head  (< - >)  in  opposite 

transcriptional  orientations.  Linking  of  VL  and  VH 
region  genes  is  done  by  reverse  transcription  - 
polymerase  chain  reaction  (RT-PCR). 


Primers,  cDNA  Synthesis,  and  VL-VH 
cDNA  Linking 

A  method  for  cDNA  synthesis  and  VL-VH 
cDNA  linking  was  developed,  and  appropriate  V 
and  C  region  primers  were  designed  [44,45].  In 
this  method,  RNA  is  obtained  from  B  cell  and 
plasma  cell-containing  tissues  of  immunized  mice 
and  used  to  prepare  combinatorial  libraries  of  VL- 
VH  region  gene  pairs,  linked  head-to-head  (< — >) 
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Fig.  (3).  General  scheme  for  linking  and  amplifying  VL-VH  region  gene  pairs  in  opposite  transcriptional  orientations.  VL- 
VH  products  arc  obtained  after  cDNA  synthesis  and  consecutive  PCR  steps.  See  Fig.  (4)  for  primer  sequences. 


in  opposite  transcriptional  orientations.  The  general 
scheme  for  RT-PCR  and  linking  of  VL-VH  region 
gene  pairs  is  shown  in  Fig.  (3).  First  strand  cDNA 
synthesis  of  VL  and  VH  region  genes  is  done  in  4 
different  tubes,  each  containing  a  different  reverse 
primer  hybridizing  to  p.  H  chains,  to  y  H  chains  (of 
all  four  mouse  y  isotypes),  to  a  H  chains,  or  to  K  L 
chains.  The  first  strand  cDNA  library  from  each  of 
the  four  tubes  is  then  used  in  3  (H  chain)  or  2  (L 
chain)  PCRs  using  |a,  y,  a,  or  K  nested  reverse 
primers  and  a  forward  primer  that  hybridizes  to  the 
5’  end  of  VL  or  VH  region  genes.  Each  VH  or  VL 
primer  provides  a  tail  (link)  for  VL-VH  linking  that 
includes  a  restriction  enzyme  site  (Sac  I  and  Xho  I 
for  the  2  VL  and  3  VH  primers,  respectively) 
necessary  for  subsequent  insertion  of  promoter  and 
leader  sequences.  The  tail  of  VL  primers  is 
complementary  to  the  tail  of  VH  primers  [see  Fig. 
(4)  for  primer  sequences].  Because  of  the  relatively 
large  number  of  mismatches  (to  prospective 
templates)  in  this  minimal  set  of  V  primers,  the 
First  PCR  is  done  under  very  low  stringency 
conditions  (37°C).  However,  subsequent  steps 


involve  PCR  using  nested  primers  at  high 
stringency  to  ensure  that  only  Ig  sequences  are 
amplified  [45]. 

The  PCR-amplified  L  and  H  chain  sequences  are 
combined  into  a  single  tube,  to  allow  hybridization 
of  the  complementary  VL  and  VH  tails  and  overlap 
extension  to  generate  head-to-head-linked  VL-VH 
region  gene  pairs.  The  product  of  the  overlap 
extension  reaction  is  then  used  in  an  array  of  16 
separate  PCRs,  each  amplified  with  a  different  pair 
of  JL  and  JH  primers  that  hybridize  to  the  four  Jk 
and  four  JH  mouse  genes  and  which  contain  a  Hind 
III  or  EcoR  I  site  for  the  JL  and  JH  primers, 
respectively  [see  Fig.  (3)  for  scheme  and  Fig.  (4) 
for  primer  sequences]. 

Generation  of  Fab  Phage  Display  Libraries 
in  a  Bidirectional  Phagemid  Vector 

A  bidirectional  phagemid  vector  was  generated 
by  modification  of  the  unidirectional  Fab  phage 
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First  strand  cDNA  (RT)  primers  (as) 

CHI  -fi-RT  G^T  GAC  TTC  AGT  GIT  GTT  CTG  QTA  QTT  Op 

196  188 

CHI  QCT  GGA  GGG  TAC  AGT  CAC  TGA  GCT  GCT 

157  147 

CHI  -a-flT  CCA  GOT  CAC  AtT  CAT  CGT  QCC  GAA  AGO  GAA  G 
149  139 

CL-k-HT  TT  CCA  CTT  G AC  ATT  GAT  GTC  TTT  GGG  GTA  Q 


First  PCR  C  primers  (as) 

125  116 

CHI^i  GAC  GAG  GGG  GAA  GAC  ATTTGG  GAA  GGA  CTG 
151  142 

CHI  ^  GGC  TCA  GGG  AAG  TAl  CCI  TTG  ACC  AGO  CA 

125  116 

CHI  -a  TGT  CAG  7GG  GTA  GAT  GGT  GGG  ATT  TCT  CGC 

121  112 

CL-k  GGA  TGG  TGG  GAA  GAT  GGA  TAC  AGT  TGG  TGC 


First  PCR  forward  primers  (sn) 

SON  Inker  i  xho\  11 

VHHiik  [gAGCTC  24N  |-GAGG'rGGAGCTTCTCGAGTCAGGAOCTGGCCr 

VH2-lnk  [GAGCTC  24n1-GAG  GTG  CAG  CTT  CTC  GAG  TCT  GGG  GCT  GAG  CT 

VH3-link  [GAG  CTC  24Tr|-GAA  GTG  AAG  CTT  CTC  GAG  TCT  GGG  GGAGGCTT 

Sac  I _ ,  3  13 

VL14nk  |24N  GAG  CTC  j-GTG  ATG  ACA  CAG  ACT  CCA  TCC  TCC  CTG  CCT  G 

VL2-ink  |24N  GAG  CTC  l-GTT  CTC  ACC  CAA  TCT  CCA  GCA  TCA  ATG  TCT  G 


30  N  Linkers 


Second  (nested)  PCR  primers  (as) 

110  100  Hndlll  99  97 

X-Kl  CG  TTT  GAT  TTC  AAG  CTT  GGT  GCC  TCC  ACC 

JL-1C2  TTT  TAT  TTC  AAG  CTT  GGT  CCC  CCC  TCC  GAA  CGT 

JL-1C4  ATCAGCCCG  TTT  TAT  TTC  AAG  CTT  TGT  CCC  CGA  GCC  GAA  CGT 
JL-kS  TTT  GAGCTC  AAG  CTT  GGT  CCC  AGC  ACC  GAA  CGT 

EcoRl  113  101 

JH-1  CTT  AGAATT  CGC  TGA  GGA  GAC  GGT  GAC  CGT  GGT  CCC  TGC  GC 
JH-2  TC  GGA  ATT  CGC  TGA  GGA  GAC  TGT  GAG  AGT  GGT  GCC 
J1T3  CTT  AGA  ATT  CGC  TGC  AGA  GAC  AGT  GAC  CAG  AGT  CCC  TTG  GC 
JH4  CTT  AGAATT  CGC  TGA  GGA  GAC  GGT  GAC  TGA  GGT  TCC  TTG  AC 


Fig.  (4).  Oligonucleotide  primers  used  for  library 
construction.  The  antisense  and  sense  strands  are  denoted  by 
“as”  and  “sn”,  respectively.  Restriction  sites  are  underlined. 
Corresponding  amino  acid  numbers  in  the  Kabat  system  [77] 
are  shown  above  the  sequences.  Linker  regions  (the  30 
nucleotide  tails  plus  the  first  nucleotide  of  the  VL  or  VH 
region)  are  indicated.  N,  nucleotide(s). 


display  vector  pComb3  [29],  The  bidirectional 
vector  [48  phh3mu-Yl,  Fig.  (5a)]  contains,  in 
opposite  transcriptional  orientations,  a  moue  Ck 
gene  and  a  mou.se  (yl)  CHI  gene  segment  attached 
to  DNA  encoding  the  carboxyl  terminal  end  of  the 
phage  coat  protein  cpIII  [44].  VL-VH  region  gene 
pairs  linked  head-to-head,  in  opposite 
transcriptional  orientations,  are  cloned  between  the 
Hind  III  and  EcoR  I  sites  of  the  phhSmu-yl  vector 
[Fig.  (5a)]  to  generate  a  library  of  vectors 
[phh3VL-VH-lib,  see  Fig.  (5b)].  Because  the  VL 
and  VH  region  genes,  in  each  pair,  are  separated  by 
Sac  I  and  Xho  I  restriction  enzyme  sites,  a  cassette 
containing  head-to-head  bacterial  promoter  (P)  and 
leader  (/)  sequences  is  obtained  from  vector  #560 
p/PZeoP/  [Fig.  (5b)]  and  cloned  between  the  Sac  I 
and  Xho  I  sites  of  phh3VL-VH-lib  to  drive 
expression  of  K  chain  and  Fd-cpIII  (VH-CHl- 
cpIII)  proteins.  This  generates  a  library  of  Fab 
phage  display  vectors  [phh3-VL-/PZcoP/-VH-lib, 
Fig.  (5c)].  The  bacterial  promoter-leader  cassette  in 
vector  #560  p/PZeoP/  had  been  generated  from 


phagemid  vector  pComb3  [29],  by  a  series  of 
modifications  [44,47].  The  cassette  contains  the 
lacZ  and  tac  promoters  to  drive  expression  of  the  K 
and  Fd-cpIII  chains  respectively.  Although  the 
leader  sequences  for  both  chains  have  the  pelB 
leader  amino  acid  sequence,  the  nucleotide 
sequences  differ  at  many  positions  [44],  and 
therefore,  deletions  are  unlikely  to  occur  during 
replication  of  the  vector.  The  bacterial  promoter- 
leader  cassette  also  includes  the  selectable  marker 
Zeocin™  [49,50]  (driven  by  the  synthetic  promoter 
EM-7),  which  ensures  that  only  vector  molecules 
that  have  incorporated  the  cassette  are  perpetuated 
during  library  construction  [47]. 

Transformation  to  produce  colonies  and 
infection  of  bacteria  to  produce  phage  display 
libraries  are  done  as  described  [29].  The  Fab  phage 
display  libraries  can  be  selected  for  binding  to 
polyantigens,  to  generate  specific  sublibraries 
(described  in  subsequent  sections). 


Mass  Transfer  of  VL-VH  Region  Gene 
Pairs  from  the  Phagemid  Vector  to  a 
Bidirectional  Mammalian  Expression 
Vector 

Generation  of  polyclonal  whole  antibodies 
requires  the  mass  transfer  of  selected  VL-VH 
region  gene  pairs  from  the  phagemid  vector  to  a 
mammalian  expression  vector,  without  loss  of  the 
VL-VH  combinations.  Therefore,  a  bidirectional 
mammalian  vector  for  expression  of  mouse  IgG2b 
antibodies  was  constructed  ([43]  and  C.-Y.  Kao 
and  J.  Sharon,  manuscript  in  preparation).  This 
vector,  denoted  #577  pMDV-IgG2b  [Fig.  (6),  right 
side]  contains  the  mouse  Y2b  heavy  chain  C  gene 
and  the  mouse  K  light  chain  C  gene  in  opposite 
transcriptional  orientations,  as  well  as  the  gpt 
selectable  marker,  and  mammalian  transcription 
termination  and  polyadenylation  sites. 

VL-VH  region  gene  pairs  linked  head  to  head 

(< - >)  in  opposite  transcriptional  orientations,  are 

transferred,  in  mass,  between  the  (circular) 
bidirectional  phage  display  vector  and  the  (circular) 
mammalian  expression  vector.  The  transfer  from  a 
phage  display  to  a  mammalian  expression  vector 
requires  opening  the  phage  display  vector  with  Sac 
I  and  Xho  I  [Fig.  (6a)]  between  the  VL  and  VH 
amino  termini  and  replacing  the  prokaryotic 
IFZeoFl  cassette  with  a  mammalian  /PEHP/m 
cassette  (which  contains  Ig  promoter  and  leader 
sequences  in  opposite  orientations  as  well  a  heavy 
chain  enhancer),  yielding  the  intermediate  vector 
shown  in  Pig.  (6b).  The  VL-VH  pairs  including 
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a)  #541  phh3mu-Yl 


Hnd  111  EcoRI  Aat  II 


Fig.  (5).  Scheme  (or  conslruclion  of  Fab  pliage  display  libraries  (partial  maps  and  not  to  scale);  all  vectors  are  circular.  The 
direction  o(  transcription  is  indicated  by  arrows  and  by  arrow  heads  on  promoters  and  variable  region  genes 

Svnihol.s:  P,  promoter;  /,  leader  sequence;  /mod,  leader  sequence  with  modified  nucleotide  sequence;  Stop,  translation 
termination;  Zco,  gene  for  Zeociif'''  selectable  marker.  Amino  acids  encoded  by  the  vectors  are  shown  in  one  letter  code. 


the  mammalian  /PEHP/m  cassette  are  then  cut  from 
the  intermediate  vector  [Fig.  (6b)]  with  EcoR  I  and 
Hind  III  and  cloned  into  the  EcoR  1  -  Hind  III  sites 
of  the  plVlDV-IgG2b  mammalian  vector,  to  generate 
pMDV-lgG2b-lib  [Fig.  (6c)].  (In  the  original 
design  [44],  the  VL-VFl  region  gene  pairs  including 
a  mammalian  promoter-leader  cassette  were  lifted 
by  PGR,  and  inserted  into  a  mammalian  vector. 
This  step  has  sub.sequently  been  modified  to  use 
restriction  enzyme-based  transfer). 


TESTING  OF  THE  SYSTEM  FOR 
GENERATING  POLYCLONAL 
ANTIBODY  LIBRARIES 

The  functionality  of  the  bidirectional  phage 
display  and  mammalian  expression  vectors  as  well 
as  the  generation  and  transfer  of  linked  VL-VH 


region  gene  pairs  were  tested  [43,44].  In  one  series 
of  experiments  [44],  V  region  gene  pairs  derived 
from  an  A/J  mouse  that  had  been  immunized  with 
the  hapten  /z-azophenylarsonate  (Ars)  coupled  to 
keyhole  limpet  hemocyanin  (KLH)  were  selected 
for  Ars-binding  in  the  phage  display  vector, 
transferred  to  the  mammalian  vector,  and  expressed 
as  a  mouse  IgG2b  PCAL.  As  expected,  individual 
IgG2b  antibodies  from  the  PCAL  had  V  region 
sequences  and  Ars-binding  characteristics  similar  to 
those  of  anti- Ars  hybridomas  [44]. 


GENERATION  OF  POLYCLONAL  FAB 
PHAGE  DISPLAY  LIBRARIES  TO 
POLYANTIGENS 

Using  our  system  for  PCAL  generation, 
described  above,  we  have  generated  Fab  phage 
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a)  phh3-VL-/PZeoP/-VH-lib 

Hind  111  aoR  I  Aat  II 


Fig.  (6).  Transfer  of  V  region  gene  pairs  between  bidirectional  phage  display  and  mammalian  expression  vectors  (partial  maps 
and  not  to  scale). 

Symbols:  Prokaryotic  elements  are  as  in  Fig.  (5).  Mammalian  regulatory  elements  are  oval  shaped,  amp^  ampicillin 
resistance;  ori,  prokaryotic  origin  of  DNA  replication;  P,  promoter;  E,  enhancer;  /,  leader  sequence;  ss,  splice  site;  hum,  human 
(all  other  mammalian  regulatory  elements  are  murine). 


display  libraries  to  infectious  agents  and  cancer 
cells. 


Generation  of  a  Polyclonal  Fab  Phage 
Display  Library  to  the  Protozoan  Parasite 
Cryptosporid i u m  parvu m 

Cryptosporidium  parvum  is  a  protozoan  parasite 
that  causes  severe  disease  in  AIDS  patients,  for 
which  there  is  no  effective  treatment  [46].  A  Fab 
phage  display  library  was  constructed  from  the 
RNA  of  spleen,  intestine,  nasopharynx,  and  bone 
marrow  of  C.  parvnm-immunized  BALB/c  mice. 
The  Fab-displaying  phage  library  was  selected  for 
binding  to  an  oocyst/sporozoite  preparation  of  C. 
parvum,  generating  an  anti-C.  parvum  Fab  phage 
display  library  of  5.2  x  10"*  members,  which  was 
tested  for  antigen-binding  by  direct  ELISA.  As 
shown  in  Fig.  (7),  the  C.  parviim-^tltclQd  phage 
library  bound  to  a  C.  parvum-co?Lit&  plate  whereas 
the  unselected  library  and  a  negative  control  of 


phage  containing  the  bidirectional  phage  display 
vector  without  the  Fab  gene  sequences  did  not  bind 
[46]. 


— ▲ —  unselected  library 
— ■ —  C.  pa/vum-selected  library 
— □ —  negative  control  (no  Fab) 

Fig.  (7).  Specificity  of  anti-C.  parvum  Fab  phage  display 
library  shown  by  direct  ELTSA. 
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Fig.  (8).  Specificity  of  anti-C.  parvum  Fab  phage  display 
library  shown  by  inhibition  ELISA. 


The  specificity  of  the  C.  parvum-select&d  phage 
library  was  further  demonstrated  by  a  criss-cross 
inhibition  ELISA  using  both  the  anti-C.  parvum- 
selected  phage  and  phage  displaying  Fab  specific 
for  the  Ars  hapten.  As  seen  in  the  top  panel  of  Fig. 
(8),  the  binding  of  the  anti-C.  parvum  phage  to 
solid  phase  C.  parvum  was  inhibited  by 
preincubation  with  the  oocyst/sporozoite 
preparation  but  not  by  preincubation  with  Ars 
coupled  to  bovine  serum  albumin  (BSA). 
Conversely,  binding  of  the  anti-Ars  phage  to  solid 
phase  Ars-BSA  was  inhibited  by  preincubation 
with  Ars-BSA  but  not  by  preincubation  with  the 
oocyst/sporozoite  preparation  of  C.  parvum  [see 
bottom  panel  of  Fig.  (8)]. 

Restriction  fragment  length  polymorphism 
(RFLP)  analysis  and  nucleotide  sequencing  of 
several  members  of  the  C.  parvum-stltclQd  library 
indicated  that  the  selected  library  is  diverse. 


Generation  of  Fab  Phage  Display  Libraries 
to  Human  Ovarian  Tumor  Cell  Membranes 
and  Sheep  Red  Blood  Cells 

Cells  from  a  surgically-resected  human  ovarian 
carcinoma  (designated  OC2),  and  sheep  red  blood 
cells  (SRBCs)  as  control,  were  separately  used  to 
immunize  mice  [45].  BALB/c  mice  were 
immunized  with  either  OC2  membranes  or  SRBCs 
by  3  intraperitoneal  injections  in  complete  Freund’s 
adjuvant.  RNA  samples  obtained  from  the  spleens 
of  the  immunized  mice  were  separately  used  to 
prepare  Fab  phage  display  libraries,  using  the 
system  and  primers  described  above.  Each  library 
was  subjected  to  two  consecutive  pannings  on 
wells  coated  with  the  immunizing  polyantigen  (OC2 
or  SRBC  membranes,  each  library  in  two  wells  of  a 
24-well  plate).  Direct  binding  solid  phase  ELISA  of 
the  anti-OC2  and  anti-SRBC  Fab  phage  display 
libraries  showed  that  successive  panning  increased 
specificity  for  the  panning  membranes  [45]. 
Furthermore,  binding  of  the  second  OC2  panned 
library  to  an  OC2  membrane-coated  plate  was 
specifically  inhibited  by  OC2  membranes  but  not  by 
SRBC  membranes.  Conversely,  binding  of  the 
second  SRBC  panned  library  to  an  SRBC 
membrane-coated  plate  was  specifically  inhibited  by 
SRBC  membranes  but  not  by  OC2  membranes 
[45]. 


Generation  of  a  Fab  Phage  Display  Library 
to  the  Human  Breast  Cancer  Cell  Line  BT- 
20 


A  polyclonal  Fab  phage  display  library  to  BT-20 
cells  was  constructed  from  RNA  of  spleen,  bone 
marrow,  and  intestine  from  a  BALB/c  mouse  that 
had  been  immunized  with  BT-20  cells  [47].  To 
select  an  Fab  phage  sublibrary  that  reacts  with  the 
BT-20  carcinoma  cells,  phage  were  subjected  to 
two  consecutive  rounds  of  panning  on  fixed  BT-20 
cells.  The  first  pan  yielded  a  library  of  8  x  10^ 
members,  whereas  the  second  pan  yielded  a  library 
of  3  X  10*^’  members.  Analysis  of  the  unpanned  and 
panned  Fab  phage  libraries  by  ELISA  on  fixed  BT- 
20  cells  showed  that  the  second  pan  library  binds 
better  than  the  first  pan  library  which,  in  turn,  binds 
better  than  the  unpanned  library  [47]. 

To  confirm  the  specificity  of  the  second  pan  Fab 
phage  library  for  BT-20  cells,  the  library  was  tested 
in  a  criss-cross  inhibition  ELISA  in  conjunction 
with  the  panned  anti-SRBC  Fab  phage  library.  BT- 
20  membranes  inhibited  the  binding  of  the  anti-BT- 
20  phage  library  to  solid  phase  BT-20  cells  in  a 
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dose-dependent  manner  but  not  of  the  anti-SRBC 
phage  library  to  solid  phase  SRBC  membranes. 
Conversely,  SRBC  membranes  inhibited  the 
binding  of  the  anti-SRBC  phage  library  to  solid 
phase  SRBC  membranes  in  a  dose-dependent 
manner  but  not  of  the  anti-BT-20  phage  library  to 
solid  phase  BT-20  cells  [47]. 


RECENT  LITERATURE  ON  SELECTION 
OF  PHAGE  DISPLAY  ANTIBODY 
LIBRARIES  TO  MULTIANTIGEN 
TARGETS 

Selection  of  phage  displaying  antibody 
fragments  with  desired  antigen  specificity,  from  a 
phage  display  antibody  library  with  no 
demonstrable  specific  binding  to  the  desired 
antigen(s),  can  be  achieved  by  any  method  that 
separates  antigen-binding  phage  from  non-antigen 
binding  phage.  Commonly,  antigen  is  immobilized 
on  a  solid  surface  and  phage  incubated  with  the 
antigen  to  capture  binding  phage,  a  method  known 
as  panning  [29,33,51,52].  The  solid  surface  is 
washed  to  remove  non-binding  phage,  the  binding 
phage  are  eluted  and  used  to  infect  bacteria, 
resulting  in  amplification  of  the  antigen-selected 
phage.  Elution  of  bound  phage  can  be  achieved  by 
any  of  several  methods:  using  acidic  solutions  such 
as  HCl-glycine  [51],  with  basic  solutions  like 
triethylamine  [33],  by  competition  with  antibodies 
to  the  antigen  [53],  or  by  enzymatic  cleavage  of  a 
protease  site  engineered  between  the  antibody 
fragment  and  the  cpill  protein  [54].  Alternatively, 
direct  bacterial  infection  without  chemical  elution  of 
phage  has  been  used  [55].  Sequential  rounds  of 
selection  are  often  performed  to  obtain  a  high 
percentage  of  antigen-specific  phage  [29,33,51- 
53,55-65]. 

For  selection  of  antibody-displaying  phage 
(often  referred  to  as  “phage  antibodies”)  to  a 
multiantigen  target  (i.e.  polyantigen),  such  as 
microbial  or  mammalian  cells,  panning  as  well  as 
other  methods  have  been  used.  Several  groups  have 
reported  the  successful  isolation  of  phage 
antibodies  binding  to  microbes  by  selecting  on 
whole  microbes  [46,56,57,66].  Monolayers  of 
adherent  cancer  cells  and  cell  lines  transfected  to 
express  an  antigen  of  interest,  either  fixed  [47,58- 
60]  or  non-fixed  [39,61,62],  have  been  used  to 
successfully  isolate  specific  phage  antibodies. 
Many  groups  have  also  used  such  cell  lines  in 
suspension  to  select  for  binding  phage  [42,63- 
65,67-71].  The  methods  in  which  the  phage 
antibodies  that  bind  to  the  target  cells  are  separated 
from  the  non-binders  are  diverse:  centrifugation  to 


pellet  bound  phage  and  target  cells  leaving  non¬ 
binding  phage  in  the  supernatant  [42,63-65],  flow 
cytometry  to  isolate  a  specific  cell  population  with 
bound  phage  [67,69,70],  and  magnetic  beads  to 
sort  desired  cell-binding  phage  [68,71].  Isolation  of 
phage  antibodies  to  cell  surface  antigens  has  also 
been  reported  by  groups  using  cancer  tissue 
sections  on  slides  [72]  and  thymic  tissue  fragments 
[73]. 

These  methods  of  selection  are  used  to  isolate 
binding  phage  (positive  selection),  however,  one 
may  wish  to  rid  the  library  of  phage  antibodies  that 
may  cross-react  with  or  have  epitopes  in  common 
with  another  polyantigen  (e.g.  normal,  non- 
cancerous  cells).  To  achieve  this  one  or  more 
rounds  of  negative  selection  may  be  performed 
before  or  after  positive  selection,  using  normal  cells 
(or  any  other  polyantigen  of  choice)  to  absorb  the 
unwanted  cross-reactive  phage  antibodies 
[39,62,64].  A  round  of  negative  selection  may  be 
performed  simultaneously  with  the  positive 
selection  by  combining  both  positively  selecting 
target  cells  (e.g.  cancer  cells)  and  negatively 
selecting  absorber  cells  with  the  phage  library,  then 
separating  the  desired  selecting  target  cells  with 
binding  phage  from  the  absorber  cells  with  binding 
phage  [67,68].  Separation  may  be  achieved  with 
flow  cytometry  [67],  magnetic  beads  [68],  or  any 
method  to  sort  the  target  cells  from  the  absorber 
cells.  Once  separated,  only  the  phage  bound  to  the 
target  cells  would  be  eluted. 

There  are  many  selection  strategies  one  could 
use  in  the  creation  of  polyclonal  antibody  libraries 
to  polyantigens,  as  outlined  above,  but  the  strategy 
must  be  carefully  designed  because  the  composition 
of  the  output  library  of  phage  antibodies  will 
depend  on  the  method  used.  For  example,  one 
group’s  initial  attempts  to  pan  on  confluent 
monolayers  of  transfected  CHO  cells  yielded 
predominantly  phage  antibodies  that  were  reactive 
with  serum  proteins.  It  was  hypothesized  that  the 
serum  proteins  present  in  the  cell  culture  medium 
adhered  to  the  flask  during  cell  growth  and 
therefore  were  present  during  phage  selection.  The 
problem  was  overcome  by  a  strategy  that  kept  cells 
in  suspension  during  selection  [63]. 

In  the  same  study  it  was  also  noted  that  as  the 
number  of  selection  rounds  increased,  the  diversity 
of  selected  phage  antibodies  decreased,  with  certain 
clones  dominating  in  later  selection  rounds  [63]. 
The  same  problem  was  discussed  at  a  recent 
antibody  engineering  conference,  and  it  was 
pointed  out  that  during  selection  procedures 
competition  may  cause  loss  of  many  potential 
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binders,  resulting  in  output  phage  dominated  by  a 
few  clones.  This  problem  becomes  even  worse 
when  using  complex  antigens  such  as  whole  cells. 
The  presenting  group  solved  the  problem  by  doing 
only  one  round  of  selection  [74].  Thus,  for 
selection  of  polyclonal  phage  antibodies  to 
polyantigens,  it  is  especially  important  that  the 
number  of  selection  rounds  be  limited  to  one  or 
two,  as  more  selection  rounds  may  restrict  the  size 
of  the  selected  library. 


CONCLUSION 

The  technology  is  now  available  for  the 
production  of  polyclonal  antibody  libraries  that  will 
simultaneously  recognize  many  epitopes  on  a 
multitude  of  antigens  on  tumor  cells,  microbes,  or 
any  other  polyantigens,  greatly  reducing  the  chance 
of  escape  variants.  These  standardized  antibody 
mixtures  will  be  available  in  unlimited  supply,  will 
be  amenable  to  alteration  by  genetic  manipulations, 
and  will  be  efficient  at  mediating  effector  functions 
to  eliminate  target  polyantigens. 

Regarding  future  FDA  approval,  PCALs  should 
fall  under  the  .same  category  as  such  clinically  used 
polyclonal  antibody  products  as  human  gamma 
globulin  preparations,  anti-thymocyte  globulin 
(ALG)  and  anti-thymocyte  sera  (ATS)  [75,76]. 
Like  these  products,  every  PCAL  batch  will  have  to 
be  tested  for  safety,  but  PCALs  are  expected  to 
show  much  less  batch-to-batch  variability. 
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ABBREVIATIONS 

Ars  =  p-Azophenylarsonate 

BSA  =  Bovine  serum  albumin 

C  region  or  domain  =  Constant  region  or  domain 
=  Heavy  chain 


L  chain 
PCAL 
PCR 
RT 

SRBC 

VH 

VL 


=  Light  chain 

=  Polyclonal  antibody  library 
=  Polymerase  chain  reaction 
=  Reverse  transcription 
=  Sheep  red  blood  cell 
=  Heavy  chain  variable  region 
=  Light  chain  variable  region 


REFERENCES 

[IJ  Paul,  W.E.  Fundamental  immunology,  Lippincott- 
Raven:  Philadelphia,  1999. 

[2]  Abbas,  A.K.;  Lichtman,  A.H.  and  Pober,  J.S. 
Cellular  and  molecular  immunology,  Saunders: 
Philadelphia,  2000. 

[3]  Kinoshita,  T.  Immunol.  Today.  1991,  72,  291. 

[4]  Metzger,  H.  Fc  receptors  and  the  action  of  antibodies, 
American  Society  for  Microbiology:  Washington, 
D.C.,  1990. 

[5J  Herlyn,  D.;  Powe,  1.;  Ross,  A.H.;  Herlyn,  M.  and 
Koprowski,  H.  J.  Immunol.  1985,  134,  1300. 

[61  Welt,  S.;  Carswell,  E.A.;  Vogel,  C.W.;  Oettgen, 
H.F.  and  Old,  L.J.  Clin.  Immunol.  Immiinopathol. 
1987, 45,  214. 

[7]  Bindon,  C.I.;  Hale,  G.  and  Waldinann,  H.  Eur.  J. 
Immunol.  1988,  18,  1507. 

[81  Lin,  C.Y.;  Hsu,  H.C.  and  Chiang,  H.  Nephron. 
1989, 53,  303. 

[91  Nakatomi,  M.;  Terukina,  S.;  Oyakawa,  T.  and  Kinjo, 
Y.  Jpn.  J.  Antibiot.  1985,  38,  2542. 

[101  Toyoda,  K.  and  Nakayama,  F.  Jpn.  J.  Antibiot. 
1985,  38,  2660. 

[11]  Suzuki,  N.  and  Watanabe,  A.  Jpn.  J.  Antibiot.  1985, 
3(8,2571. 

[12]  Morell,  A.  and  Nydegger,  U.E.  Clinical  use  of 
intravenous  immunoglobulins.  Academic  Press: 
London,  1986. 

[131  Kolmer,  J.A.  Clinical  immunology  biotherapy  and 
chemotherapy,  W.B.  Saunders  Co.:  Philadelphia, 
1941. 

[14]  Gorer,  P.A.  and  Amos,  D.B.  Cancer  Res.  1956, 16, 
338. 

[15]  Currie,  G.A.  Br.  J.  Cancer.  1972,  26,  141. 

[16]  Rosenberg,  S.A.  and  Terry,  W.D.  Adv.  Cancer  Res. 
1977,  25,  323. 


H  chain 


Polyclonal  Antibody  Libraries 


Combinatorial  Chemistry  &  High  Throughput  Screening,  2000,  Vol.  3,  No.  3  195 


[17]  Kohler,  G.  and  MiLstein,  C.  Nature.  1975,  256,  495. 

[18]  McMichael,  A.J.  and  Fabre,  J.W.  Monoclonal 
antibodies  in  clinical  medicine,  Academic  Press: 
London;  New  York,  1982. 

[19]  Springer,  T.A.  Hybridoma  technology  in  the 
biosciences  and  medicine,  Plenum  Press:  New  York, 

1985. 

[20]  Thomas,  H.  and  Sikora,  K.  Acta.  Oncol.  1991,  30, 
107. 

[21]  Waldmann,  T.A.  Science.  1991,  252,  1657. 

[22]  Oldham,  R.K.  Mol.  Biother.  1991,  3,  148. 

[23]  US  FDA.  New  Monoclonal  Antibody  Approved  for 

Advanced  Breast  Cancer.  1  9  9  8, 

www.fda.gOv/bbs/topics/News/New00655.hlml. 

[24]  Morrison,  S.L.  and  Oi,  V.T.  Adv.  Immunol.  1989, 
44,  65. 

[25]  Saleh,  M.N.;  Khazaeli,  M.B.;  Wheeler,  R.H.;  Allen, 

L. ;  Tilden,  A.B.;  Grizzle,  W.;  Reisfeld,  R.A.;  Yu, 
A.L.;  Gillies,  S.D.  and  LoBuglio,  A.F.  Hum. 
Antibodies  Hybridomas.  1992,5,  19. 

[26]  Smith,  G.P.  Science.  1985,  228,  1315. 

[27]  Hoogenboom,  H.R.;  Griffiths,  A.D.;  Johnson,  K.S.; 
Chiswell,  D.J.;  Hudson,  P.  and  Winter,  G.  Nucleic 
Acids  Res.  1991,  19,  4133. 

[28]  Kang,  A.S.;  Barbas,  C.F.;  Janda,  K.D.;  Benkovic, 

S. J.  and  Lerner,  R.A.  Proc.  Natl.  Acad.  Sci.  USA. 
1991,88,  4363. 

|29]  Barbas,  C.F.I.;  Kang,  A.S.;  Lerner,  R.A.  and 
Benkovic,  S.J.  Proc.  Natl.  Acad.  Sci.  USA.  1991, 

88,  7978. 

[30]  McCafferty,  J,;  Griffiths,  A.D.;  Winter,  G.  and 
Chiswell,  D.J.  Nature.  1990,  348,  552. 

[31]  Breitling,  F.;  Dubel,  S.;  Seehaus,  T.;  Klewinghaus, 
1.  and  Little,  M.  Gene.  1991,  104,  147. 

[32]  Hawkins,  R.E.;  Russell,  S.J.  and  Winter,  G.  J.  Mol. 
Biol.  1992,  226,  889. 

[33]  Marks,  J.D.;  Hoogenboom,  H.R.;  Bonnert,  T.P.; 
McCafferty,  J.;  Griffiths,  A.D.  and  Winter,  G.  J. 
Mol.  Biol.  1991,222,  581. 

[34]  Clackson,  T.;  Hoogenboom,  H.R.;  Griffiths,  A.D. 
and  Winter,  G.  Nature.  1991,  352,  624. 

[35]  Barbas,  C.F.I.;  Bjorling,  E.;  Chiodi,  F.;  Dunlop,  N.: 
Cababa,  D.;  Jones,  T.M.;  Zebedee,  S.L.;  Persson, 

M. A.;  Nara,  P.L.;  Norrby,  E.  and  et  al.  Proc.  Natl. 
Acad.  Sci.  USA.  1992,  89,  9339. 

[36]  Barbas,  C.F.I.;  Crowe,  J.E.,  Jr.;  Cababa,  D.;  Jones, 

T. M.;  Zebedee,  S.L.;  Murphy,  B.R.;  Chanock,  R.M. 
and  Burton,  D.R.  Proc.  Natl.  Acad.  Sci.  USA.  1992, 

89,  10164. 

137]  Zebedee,  S.L.;  Barbas,  C.F.;  Horn,  Y.L.;  Caothien, 
R.H.;  Graff,  R.;  DeGraw,  J.;  Pyati,  J.;  LaPolIa,  R.; 


Burton,  D.R.;  Lerner,  R.A.  and  et  al.  Proc.  Natl. 
Acad.  Sci.  USA.  1992,  89,  3175. 

[38]  Williamson,  R.A.;  Burioni,  R.;  Sauna,  P.P.; 
Partridge,  L.J.;  Barbas,  C.F.d.  and  Burton,  D.R.  Proc. 
Natl.  Acad.  Sci.  USA.  1993,  90,  4141. 

[39]  Pereira,  S.;  Van  Belle,  P.;  Eider,  D.;  Maruyama,  H.; 
Jacob,  L.;  Sivanandham,  M.;  Wallack,  M.;  Siegel,  D. 
and  Herlyn,  D.  Hybridoma.  1997,  16,  11. 

[40]  Hall,  B.L.;  Boroughs,  J.  and  Kobrin,  B.J. 
Immunotechnology.  1998,  4,  127. 

[41]  Desai,  S.A.;  Wang,  X.;  Noronha,  E.J.;  Kageshita,  T. 
and  Ferrone,  S.  Cancer  Res.  1998,  58,  2417. 

[42]  Klimka,  A.;  Barth,  S.;  Matthey,  B.;  Roovers,  R.C.; 
Lemke,  H.;  Hansen,  H.;  Arends,  J.W.;  Diehl,  V.; 
Hoogenboom,  H.R.  and  Engert,  A.  Br.  J.  Cancer. 
1999,  80,  1214. 

[43]  Sarantopoulos,  S.;  Kao,  C.Y.;  Den,  W.  and  Sharon, 
J.  J.  Immunol.  1994,  152,  5344. 

[44]  Den,  W.;  Sompuram,  S.R.;  Sarantopoulos,  S.  and 
Sharon,  J.  J.  Immunol.  Methods.  1999,  222,  45. 

[45]  Sarantopoulos,  S.;  Petersen-Mahrt,  S.  and  Sharon,  J. 
submitted.  2000. 

[46]  Baecher-Allan,  C.M.;  Santora,  K.;  Sarantopoulos,  S.; 
Den,  W.;  Sompuram,  S.R.;  Cevallos,  A.M.;  Bhat, 

N.;  Ward,  H.  and  Sharon,  J.  Comb.  Chem.  High 
Throughput  Screening.  1999,  2,  299. 

[47]  Santora,  K.E.;  Sarantopoulos,  S.;  Den,  W.;  Peter.sen- 
Mahrt,  S.;  Sompuram,  S.R.  and  Sharon,  J.  in  press. 
Comb.  Chem.  High  Throughput  Screening.  2000,  3, 
51. 

[48]  Evans,  C.H.  J.  Immunol.  Methods.  1984,  67,  13. 

[49]  Berdy,  J.  CRC  handbook  of  antibiotic  compounds, 
CRC  Press:  Boca  Raton,  Fla.,  1980, 

[50]  Gatignol,  A.;  Durand,  H.  and  Tiraby,  G.  FEBS  Lett. 
1988,256,  171. 

[51]  Barbas,  C.F.I.  and  Lerner,  R.A.  Methods.  A 
Companion  to  Methods  in  Enzymology.  1991,  2, 
119. 

[52]  Nissim,  A,;  Hoogenboom,  H.R.;  Tomlinson,  I.M.; 
Flynn,  G.;  Midgley,  C.;  Lane,  D.  and  Winter,  G. 
Embo.  J.  1994,  75,  692. 

[53]  Meulemans,  E.V.;  Slobbe,  R.;  Wasterval,  P.; 
Ramaekers,  F.C.  and  van  Eys,  G.J.  J.  Mol.  Biol. 
1994,244,  353. 

[541  Ward,  R.L.;  Clark,  M.A.;  Lees,  J.  and  Hawkins,  N.J. 
J.  Immunol.  Methods.  1996,  759,  73. 

[55]  Wind,  T.;  Stausbol-Gron,  B.;  Kjaer,  S.;  Kahns,  L.; 
Jensen,  K.H.  and  Clark,  B.F.  J.  Immunol.  Methods. 
1997,  269,  75. 


196  CombinaUmal  ChemisUy  &  High  Throughput  Screening,  2000,  Vol.  3,  No.  3 


Sharon  et  al. 


[56]  Bocl,  E.;  Bootsma,  H.;  de  Kruif,  J.;  Jansze,  M.; 
Klingman,  K.L.;  van  Dijk,  H.  and  Logtenberg,  T. 
Infect.  Imniun.  1998,  66,  83. 

[57]  Maruyama,  T.;  Rodriguez,  L.L.;  Jahrling,  P.B.; 
Sanchez,  A.;  Khan,  A.S.;  Nichol,  S.T.;  Peters,  CJ.; 
Parren,  P.W.  and  Burton,  D.R.  J.  Virol.  1999,  73, 
6024. 

[58]  Gough,  K.C.;  Li,  Y.;  Vaughan,  T.J.;  Williams,  A.J.; 
Cockburn,  W.  and  Whitelam,  G.C.  J.  Immunol. 
Methods.  1999,  22cS\  91. 

[59]  Cai,  X.  and  Garen,  A.  Proc.  Natl.  Acad.  Sci.  USA. 
1997,94,9261. 

[60]  Cai,  X.  and  Garen,  A.  Proc.  Natl.  Acad.  Sci.  USA. 
1996,  93,  6280. 

|6I]  Watters,  J.M.;  Telleman,  P.  and  Junghans,  R.P. 
Immunotechnolo^y.  1997,3,  21. 

[62]  Figini,  M.;  Obici,  L.;  Mezzanzanica,  D.;  Griffiths, 
A.;  Colnaghi,  M.L;  Winter,  G.  and  Canevari,  S. 
Cancer  Res.  1998,  5S,  991. 

[63]  Cai,  X.  and  Garen,  A.  Proc.  Natl.  Acad.  Sci.  USA. 
1995, 92,  6537. 

[64]  dc  Kruif,  J.;  Terstappen,  L.;  Boel,  E.  and  Logtenberg, 
T.  Proc.  Natl.  Acad.  Sci.  USA.  1995,  92,  3938. 

[65j  Siegel,  D.L.;  Chang,  T.Y.;  Russell,  S.L.  and  Bunya, 
V.Y.  J.  Immunol.  Methods.  1997,  206,  73. 

[66]  Hoogenboom,  H.R.;  Lutgerink,  J.T.;  Reisers,  M.M.; 
Rousch,  M.J.;  Coote,  J.;  Van  Neer,  N.;  De  Bruine, 
A.;  Van  Nieuwenhoven,  F.A.;  Glatz,  J.F.  and  Arends, 
J.W.  Eur.  J.  Biochem.  1999,  260,  774. 


[67]  Topping,  K.P.;  Hough,  V.C.;  Monson,  J.R.  and 
Green  man,  J.  Int.  J.  Oncol.  2000,  76,  187. 

[68]  Noronha,  E.J.;  Wang,  X.;  Desai,  S.A.;  Kageshita,  T. 
and  Ferrone,  S.  J.  Immunol.  1998,  767,  2968. 

[69]  van  der  Vuurst  de  Vries,  A.R.  and  Logtenberg,  T. 
Immunology.  1999,  98,  55. 

[70]  van  der  Vuurst  de  Vries,  A.R.  and  Logtenberg,  T. 
Eur.  J.  Immunol.  1999,  29,  3898. 

[71]  Palmer,  D.B.;  George,  A.J.  and  Ritter,  M.A. 
Immunology .  1997,  97,  473. 

[72]  Tordsson,  J.;  Abrahmsen,  L.;  Kalland,  T.;  Ljung,  C.; 
Ingvar,  C.  and  Brodin,  T.  J  Immunol.  Methods. 
1997,  270,  11. 

[73]  Van  Ewijk,  W.;  de  Kruif,  J.;  Germeraad,  W.T.; 
Berendes,  P,;  Ropke,  C.;  Platenburg,  P.P.  and 
Logtenberg,  T.  Proc.  Nail.  Acad.  Sci.  USA.  1997, 
94,  3903. 

[74]  Tomlinson,  LA.  Creation  and  Selection  of 
Superantibody  Repertoires.  1999,  Antibody 
Engineering,  La  Jolla,  CA. 

[75]  Kuby,  J.  Immunology,  3rd  Ed.;  W.H.  Freeman:  New 
York,  1997. 

[76]  Bach,  F.H.  and  Auchincloss,  H.  Transplantation 
immunology,  Wiley-Liss:  New  York,  1995. 

[77]  Kabat,  E.A.;  Wu,  T.T.;  Perry,  H.M.;  Gottesman, 
K.S.  and  Foeller,  C,  Sequences  of  Proteins  of 
Immunological  Intere.st,  US  Department  of  Health  and 
Human  Services:  Bethesda,  1991. 


Received  14  February,  2000 


Acccpled  20  March,  2000 


GENERATION  OF  A  POLYCLONAL  FAB  PHAGE  DISPLAY  LIBRARY  TO 
THE  HUMAN  BREAST  CARCINOMA  CELL  LINE  BT-20 

Dr.  Jacqueline  Sharon,  Dr.  Kenneth  Santora,  Dr.  Stefanie  Sarantopoulos, 
Mr.  Wen  Den,  Dr.  Svend  Petersen-Mahrt,  and  Dr.  Seshi  Sompuram 


Department  of  Pathology  and  Laboratory  Medicine,  and  the  Hubert  H.  Humphrey  Cancer 
Research  Center,  Boston  University  School  of  Medicine,  Boston,  MA  02118 

E-mail:  jsharon@bu.edu. 

As  an  immunotherapeutic  approach,  we  set  out  to  develop  a  recombinant  polyclonal  antibody 
library  that  would  target  human  breast  cancer  cells.  Polyclonal  antibody  libraries  are 
standardized  mixtures  of  whole  antibodies  that  can  be  perpetuated  and  modified  as  desired 
because  the  antibody  genes  are  available.  Therefore,  they  combine  the  advantages  of 
conventional  polyclonal  antibodies  (targeting  of  many  antigenic  determinants,  low  likelihood 
of  antigen  ‘escape  variants’,  and  efficient  mediation  of  effector  functions)  with  the  advantages 
of  monoclonal  antibodies  (unlimited  supply  of  standardized  reagents,  and  the  availability  of 
the  genetic  material  for  desired  manipulations). 

We  have  previously  described  a  vector  system  for  generating  recombinant  polyclonal 
antibody  libraries.  This  system  uses  bidirectional  phagemid  and  mammalian  expression 
vectors  to  facilitate  mass  transfer  of 
selected  variable  light  and  variable  heavy 
(VL-VH)  region  gene  pairs  from  the 
phagemid  to  the  mammalian  vector,  to 
express  polyclonal  libraries  of  whole  IgG 
antibodies.  We  report  here  the  first  phase 
of  generating  a  polyclonal  antibody 
library  to  the  human  breast  carcinoma  cell 
line  BT-20,  using  this  vector  system.  VL 
and  VH  region  gene  pairs  were  obtained 
from  a  mouse  immunized  with  BT-20 
cells,  and  cloned,  in  opposite 
transcriptional  orientations,  in  the 
bidirectional  phagemid  vector,  to  produce 
an  Fab  phage  display  library.  This  library 
was  selected  by  panning  on  BT-20  cells 
and  shown  to  be  antigen-specific  as 
demonstrated  by  inhibition  ELISA  (see 
Figure  1). 

We  conclude  that  such  libraries,  after  suitable  negative  selection  to  eliminate  major  reactivities 
against  normal  tissue,  could  be  transferred  in  mass  to  our  bidirectional  mammalian  expression 
vector  for  production  of  libraries  of  chimeric  antibodies  with  mouse  V  regions  and  human 
constant  (C)  regions.  These  polyclonal  antibody  libraries  will  mediate  effector  functions,  and 
are  expected  to  be  useful  for  breast  cancer  therapy  as  well  as  diagnosis. 

The  U.S.  Army  Medical  Research  and  Materiel  Command  under  DAMD 17-98- 1-8285 
supported  this  work. 
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Figure  1.  Inhibition  ELISA  on  BT-20 
membrane-coated  plate  using  the  anti-BT-20 
panned  phage.  SRBC,  sheep  red  blood  cells. 
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